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N the day appointed, the bifhop 
appeared in court, and ad- 
dretling himfelf to Jefferies, told him, 
«“ That he could not meet withthe 
commifien, which, he had been told, 
was upon record, and in every cof. 
fee-houfe, till Jaft night.” Jefkeries 
an{wered him very abruptly, “ That 
the court could admit cuith no guars 
re‘ling with their commiffion: not being 


Jiich jools as to fit there, if they were 
not well aflured- of the legality of it,” - 


The bifhop anfwered, “* That he had 
ether reafons to defire a fight of the 
commiilion; becaufe, perhaps, it 


might not reach him, as he was a peer’ 


and a bifhop; or, perhaps, zt might 
not reach that particular cafe -—~an 

therefore, he infifted upon a longer 
time to ppt in his anfwer.” This 
demand was fupported by Sir Thomas 
Clarges.-The commiflioners, after 
a fhort confultation, granted the 
bifhop a fortnight longer; and, as his 
lordihip was departing, Jefferies made 
a kind of apology to him, for faying 
at the laf hearing, ‘* shat the com- 
mifion was to be feen in every coffee- 
foufe; alledging, that he did not 
mean that he, thought his lordfhip 
frequented fuch places ; but intended 
no more by the expreffion, than that 
Hie commiffion was publicly feen all 


the town over.” The tools of fuch 
ov. Il. 


n miniftry as Jefferies ferved, “had a 
licence for faying oy things for 
when they were backed by power, it 
was impoffible for them tO fay any 
thinz amifs. Whereas, on the other 
fide, the clergy could not defend the 
reformation in their pulpits, without 
being Sy “with Sedition ; nor 
coald even the members {peak their 
femtiments stg in parliament with- 
Out being branded with srea/on.. 

Ac the expiration of ‘the fortnight, 


the bithop‘made his. third. appear- 


ance ; and) aftefa previous apology, 


he acquainted the court, ** that his 
council had informed him, ‘that’ their 
proceedings ewere direely contrary to the 
Statute Law, which they were ready to 
prove.” . As feon as Jefferies heard 
this, he cried out, in a great paffion, 

“ Weevillact hear your lovdfhip, nor your 

council, in this matter.” * The bifhop, 

who was neither to be*intimidated 
by the chancellor’s wrath, nor moved 
with his power, anfwered, with great 

intrepidity, ‘* that he was a di/hop 
of the church te England, and by all 
the lazvam.of chriftian churches in all 
ages, as well as the particular laws « 
t rant he uy to be ie by his 
metropolitan and fuffragans, and there- 
fore hoped his iby ip would not 
deny him the right and ise of 
chriftian bifhops.”. To this he was 
Q.. an{wered, 























322 
anfwered, *‘ That they had an orr- 
ginal jurifdidiien, and this was quef- 
tioging their commiilion.” The 
bifiop then pleaded, ‘* that what he 
was accufed of, was before the date 
of the commiffion; and they were 

Only to cenfure faults committed af- 
terwards.” In reply to this, Jefferies 

ranted the claufe, but curforily told 
Fis lordfhip, ‘* there were general 
claufes that took in things pa/, as 
well as thofe that were to come.” 
The bifhop then infifting on his 
right, as a fubjeét to the laws.of the 
realm, and, as a bifhop, to the rights 
and privileges of the ch urch, he de- 
livered his anfwer in writing, and, 
as he withdrew, left Dr, Sharp’s pe- 
tition on the table. 

After fome time fpent in debate, 
the Lifhop was called in, and Jefferies 
told him, ‘* that they_were not con- 
cérned in Dr. Sharp’s petition ; bur, 
if he defired it, his own anfwer 
fhould be read.”’ The bi fh op anfwe l- 
ing in the affirmative, his petiti 
was read; and being afked, whether 
he had any thing more to fay, he 
defired that his council might be 
heard. The bifhop’s motion was.de- 
bated upon for half an hour, after 
which his lordfhip being called in, 
his council was granted him. 

Notwithftanding all the arguments 
in his favour, the ‘bifhop was ordered 
to make his fourth appearance, fix 
days afterwards, to his fen- 
tence, when he was fu Lara from 
ail his epiico pal funétions during the 
king's pleffure; and the 
Durham, Rochefter, and Peterbo- 
rough, were invefted with the admi- 
nifiration of his diocefe. 

Jefferies had formerly wounded the 
conftitution in its extreme pats, bur, 
in this cafe, he fatéed it in its very 

vitals; and as he had befcre been 
a murderer ¢ f the king’s fubjeds, 
even upon the bench, he now endea- 
voured all he could to give a height- 
ening to the heinoufnefs of his cha- 


receive 
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bifhops of 






racter, by commencing an affafin 
and murderer of the privileges of 
the church, and of the perfons of its 
rulers. 

I have been told, by fome perfons 
of credit, that he was fo extremely 
unpopular, and his conduct was {fo 
generally odious, that when he went 
to Wales, on a vifit to his father, 
after he was made chancellor, the 
good old man was fo much afhamed 
of having fucha fon, that he would 
not permit him to fee him. 

In the year 1687, the king, intend. 
ing to open a way for Papifts into 
the church, recommended father 
Francis, a Benediétine Monk, to the 
univerfity of Cambridge, for a mafter 
of arts degree ; they ‘petitioned the 
king to revoke his mandate. Their 
petition was rejected, The vice- 
chancellor was fummoned to appear 
before the high commiffioners ; and 
by means of Je fferies was deprived of 
his ofice. ‘The univerfity ftill perfe- 
vering in their rejection of father 
Fr: InCis, the proceedings againft them 
was dropped. 

Notwithftandi ing the bad fuccefs 
of the miniftry in their attempts upon 
Cambridge, they next made an at- 

tack upon Oxford ; and, by perfe- 
vering longer in their mei afures, ren- 
dered the intrepid and heroic for- 
titude of our alma mater the more 
con{picuous, 

The prefident of Magdalen Col- 
lege being deceafed, the | king fent a 
mandamus to that fociety to elect one 
Farmer, who was a matter of arts of 
that houfe, and a new convert to pa- 
pitry. ‘T’his coilege was one of the 
moft opulent in the university ; for 
though the.referved rents am« unt to 
no more than five thoufand pounds, 
yet the extended value amount ed to 
f rty thenfand pounds a year; and 
the whole town of Calais in France, 
when tn the pol eficn of the En glith, 
wus a part of its endowment. No- 


thing could give greater weight to 
the 

















the crown than to have fo lucrative a 
poft occupied by one of its creatures, 
and nothing could make a tool of 
the miniltry more hearty in their 
eaufe than the enjoyment of {fo pro- 
fitable a place. Farmer feemed a 
proper inflrument for their purpofles ; 
for having no charaéter to loofe, there 
was nothing which he would not have 
undertaken, nor were there any mea- 
fures which he would not have em- 
braced to accomplith his.ends. The 
college dreading nothing more than 
falling into the hands of fuch a pre- 
fident, petitioned the king to permit 
them to choofe their own preiident, 
according to the ftatutes of the col- 
lege ; or at leait to nominate fome 
other perfon, whofe character was 
lefs fufpicious, and who was better 
qualified for fo important a traft, 
The college, receiving no anfwer 
from the king, ele&ted Dr. Hough 
for their prefident. Their election 
highly incenfed the court; and the 
vice prefident, Dr. Fairfax, with the 
other fellows; were fummoned to ap- 
pear before the ecclefiaftical court. 
They appeared before the commif- 
fioners at Whitehall on June the 6th. 
Being afked, ‘* Why they refufed to 
obey the king’s mandate?” they de- 
fired time, and delivered their an- 
{wer in writing. 

Dr. Fairfax, having not figned 
their anfwer, defired the commif- 
fioners to hear him apart, and to 
take his reafons for his refufal. 

After the reading of the anfwer, 
Jefferies, imagining he would fub- 
mit, gave him leave to fpeak, faying, 
at the fame time, ** Aye, this looks 
like a wan of Jenfe, and a good fub- 
je@, let’s hear what he will fay.” 

From hence thé reader may guefs, 
What minigers mean when they talk 
Of the /en/ or gcodne/s of the fubject. 
But Jefferies was at this time in the 
fame cafe, as Shylock in the Mer- 
Chant of Venice, who imagined that 
Me Counceilor was of his fide, when 
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he was arguing againft him. Jefferies 
found himfelf as much miftaken as 
Shylock, for Dr. Fairfax infiited, 
‘« That in ecclefiattical courts a /idel 
fhould be given to the party appealed, 
that he may know what he is accufed 
of.”’—He faid, ** he defired that #- 
écl, and did not know what he was 
called there for; and that the matter 
did not lie in that coart, but in Weit- 
minfter-Hall,” Jefferies endeavoured 
to over-rule, at leaft to ridicule his 
plea, by telling him, ‘“* He was a 
Deéor of Divinity, but not of the 
Law.” To this the doctor replied, 
‘« That he defited to know, by what 
commiffion and auiherity they fate? 
‘This put Jetferies into iuch a pafffon, 
that he cried out, ** Pray, what com- 
mijion have you to be {0 impudent in 
court? This man ought to be sept ix 
@ dark room. Why do you fuffer him 
without a guardian? Why did you 
not bring him to me to der him? 
Pray let the officers feize him! After 
an hour’s debate Dr. Fairfax was 
fentenced to be fufpended, and Dr. 
Hough’s eleétion was declared void. 
After fo extraordinary a fentence, 
Dr. Hough defired leave to fpeak, 
which being granted, he faid, ** That 
having been pleafed to deprive him 
of his place, as prefident, he did 
protec? againft all their proceedings 
in prejudice of him and his rights, 
as i/legal, unjuft, and mull; and there- 
fore he appealed to his fovereign lord 
the king in his courts of juitice.” 
The fcholars then prefent gave a 
Shout cf applaufe, which incenféd Jef- 
feries fo, that he was not to be paci- 
fied : he charged their behaviour up- 
on Dr. Hough, and bound him in a 
bond of 19001. and to find fecurity 
for the like value, and to make his 


‘appearance at the bar of the —— 
ter 


bench the term following. A 

fome little pause to cool and reco- 
ver himfelf, Jefreries obfetved, « That 
they had met with nothing buta 
fronts from the college; that as for 
; Q 2 him- 
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himfelf, Ae valued not what people 
Said of him; but was refolved to vin- 
dicate the honour of his mafler to the 
laf drop of his bicod ; and— if the 
civil power could not keep them in or- 
der, the mititTary fhould.” 

What /uit of armour this judge had 
to protect him when he faid, he va- 
Iued not what people faid of him, we 
Cannot guefs ; Ais readine{s'to Spill the 
- drop of his blood in vindication of 
the henour of kis mafter, had been, 
before this period, the language of 
a minifiry, who were endeavouring 
to trample upon the liberties of the 
nation: his readinefs fo call in the 
military to the fupport of the evil 
power, is one of the arcana of an 
wnpopular miniftry; and fhews, at 
the fame time, that al! the profei: 
fions of loyalty, of this infam-us 
wretch, meant no more than that he 
was more ready to fpill the blood of 
ethers, than his Own, in the caufe of 
his country, or ‘‘ in vindicating the 
honour of his mafter.’’ 

The affair of Magdalen College did 
not end here; for after the depriva- 
tion of Dr. Hough, and the difqua- 
lification of Farmer, the king fent 
another mandate im favour of Dr. 
Parker, bifhop of Oxford. But the 
fellows refafing to fubmit to this in- 
junction, were obliged to appear 
again before the high commiffioners. 

he queftion being put, ‘* Whether 
they would obey the bifhop of Ox- 
ford as their prefident,” all of them, 
éxcept one, anfwered in the nega- 
tive. Mr. Fulham, being then in- 
terrogated, he alleged, ‘* That the 
bifhop ef Oxford had not taken pof- 
feffion in due form of law, nor by 
Atte officers ; and that he was in- 

ormed, that the proper officers, to 
give pofieflion of a freehold, was the 
haerift with a pef? ae 
this Jefferies replied, in a fofien, 
* Pray, who is the lef /acvyer, you 
orl? Your Oxferd lacy 18 1 
than your Oxford divinity. 
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no better 


have a mind to a poje comitatas, You 
may have one foon enough.” Mr, 
Fulham endeavoured to make an apo- 
logy for what he had faid; which 
their lordthips difregarded ; and af- 
terwards fulpended him for what they 
called contempt, and opprebrious \an- 
guage. So dangerous was it for- 
merly to oppofe the defigns of a mi- 
niltry ! 

Though Jefferies took fuch long 

ftrides to extinguifh every fparkle of 
national liberty ; though he fhewed 
himfelf fo actively infolent and ini- 
quitous in the affair of Magdalen 
College, he could not pleafe his maf 
ters, but was fufpected to have with- 
held foine of his power, which fhould 
have been exerted. On this account 
tt was refolved in the cabinet, that 
he fhould be removed from all his 
offices, and a fucceflor was likewif@ 
nominated. But the jtorm was difh- 
pated within the fpace of ten days; 
and he appeared to be more firm in 
his feat than he had been before. 
This favourable change was we 
to the good offices of the queen an 
the lord prefident, who were tlrongly 
attached to him. 
_ The pregrefs of vice is very di- 
ferent from that of virtue; whoever 
travels in the paths of the former, is 
pufhed on by the advances he has 
made, and cannot flop if he would: 
whereas they who walk in the thorny 
paths of virtue are like thofe that 
afcend the Alps, every flep is gained 
with difficulty, every advance ¢x- 
pofes the traveller to a fall, and when 
he has gained the fummit of one 
mountain, it is only to prefent him 
with a view of another, which he 
muft afcend with the fame perils as 
that which he has paffed. : 

The year 1688 fhewed the nation, 
that the miniftry had no regard to 
popular difcontent, and that the 
tirides they had already made to fub- 
vert the confitution, were only pre 
Judes tO greater. A declaration way 
pudlihed 



























granting liberty of con- 
and abolifhing the penal 
This the bifhops were en- 


poblifhed 
ix rence, 


Jaws. 
joined, by an order of council, to 


have read in all the churches of their 


refpective diocefes; The view of the 
miniftry in this, was to offer a freth 
affront upon the citablithed church, 
and to reduce the bifhops to this di- 
lemma. that if they complied with 
the order, they would endang.. che 
very being of the church; and if 
they refufed, they expofed themfelves 
to punifhment for difobedience. Se- 
veral of the bithops met at Lambeth. 
to deliberate with Sancroft thé arch- 
bifhop, on what meafures they fhould 
take in fuch dangerous and critical 
circumftances. The refult of their 
confultation was, that they could not 


A fafe tnd expedient Remedy for the Rheumati/n. 
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Obey the king’s command without 
violating their confciences, and their 
duty to God and their country. They 
therefore drew up a petition to the 
king, fetting forth the reafons why 
they could not — his order, and 
defiring him to revoke it, or at leait 
to excufe them for not complying 
with it. On the 18th of May they 

refented this petition to the king, 
which filled him both with furprize 
and indignation. He told them, 
‘* That they fhould hear from him, 
if he changed his mind ; but if they. 
did not, he expected that they fhould 
obéy his order.” They anfwered, 
with great fubmiffion, ‘* That they 
were refigned to the will of heaven.” 


(To be concluded in our next.] 
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To the Evitors of th OXFORD MAGAZINE. 


S i believe no patient of com- 
mon underitanding would pre- 
fer medicines, and thofe compounded 
too of many different ingredients, 
before a fingle and fimple one, that 
wil perform a cure much {fooner, 
fafer, and at lefs expence. I here 
proffer them this following, having 
their welfare only at heart, and I do 
take this opperiunity likewile grate- 
fully to acknowledge the great ho- 
nour my many correfpondents do me, 
efpecially the learned and reverend 
clergy, in their frequent applications 
to me, from all over the nation, for 
advice, 

The tinQure of glofs of antimony, 
Which is nothing elfe but emetic wine 
made with the e/o/;, initead of the 
¢rocus Of antimony, with the addition 
of a little fpicy fiomachic, is a fove- 
reign medicine upon many accounts. 
1 his given to twenty or thirty drops, 
mn any vehicle, operates by gentle 
fweats, an] purges in a larger dofe 
very mildly. Ir - 


te 
AL 3S 


a mod excellent 


] ne, % Nl, ps ‘- 
Medicine in an obtinate rheymatifin. 





The late Dr. Huxham, a judicious 
practitioner, fays, he formerly em- 
ployed all his {kill to find out an ufe- 
ful preparation of antimony; and 
not only examined almoft every che- 
mical procefs, but tried their efficacy 
in various difeafes, and owns that 
many of them had wonderful virtues ; 
but, at the fame time, he moft fo- 
lemnly affirms (and he;was brought 
up a diffenter) that he found out. no- 
thing better, nothing fafer, nothing 


more efficacious, than the common 
fimple infufion of glo/s of antimony in 
a generous white wine, with a little 
ipice, to render it more grateful to 
the ftomach. 

You may depend upon it, fays he, 
for have often experienced it, that it 
poftefies every virtue which can jufily 
be afcribed to any preparation of aa- 
timony. And though its effects are fo 
wonderful, it is only imbuted with 
the moft minute particles, I had al- 
molt faid effuvia of the fiibium; 
which, as they are amongft the mi< 
nme nated, enter the fineft veffels 
with 












with cafe; yet their efficacy is fo 

t, that they powerfully ttimulate 
the alimentary canal, and the capil- 
lary tubes of the body much more ; 
yet without the leaft hazard, or dan- 

. It is made as the common eme- 
tic wine of the fhops. 

Thus you have a medicine com- 
municated, cafy to be prepared, and 
yet of fuperlative efficacy ; whether 
your intention is to open obitructions, 
to purge the prime vie, or deterge 
the moitt intimate recefles of the bo- 





On the excellent Virtues of Antimony. 


dy, nothing can be a more certain, 
or fafe fudorifick, for it heats bur 
very little ; whence it may be given 
fuccefsfully in fevers, chiefly the flow 
and intermittent: as alfo in many 
chronical difeafes; but moit ef{pe- 
cially in an obftinate rheumatifm. 

It makes a neat and pleafant puke 
for nice ladies and children, propor- 
tion but the dofe accordingly, 

Yours, 
Leigh inEfix, JOHN COOK, 
March 25- 





To the Epsrors of the OXFORD MAGAZINE. 


NTIMONY, even crude, con- 
tains more excellent virtues 
than moit men are aware of: for re- 
daced to an impalpable powder, and 
given daily, beginning with ten 
rains, and increafing the dofe every 
i till you come to half a dram, 
with a decoétion of the more tem- 
rate woods, will, as Hoffman af- 
rms, cure inveterate rheumatic pains, 
and contraction of the joints. I have 
nfed it with great effeét in my own 
practice, and always prefer a fingle 
effe€tual fimple before all the com- 
pound trafh of the fhops. 

In the Commercium Literarium for 
1733, page 10. this drvg is faid to 
cure the numbneis, or a kind of pal- 
fey, or pains in the limbs, fometimes 
fuccceding falivation, by beginning 
with three grains, and encreating the 
dofe every day three grains, till you 
come to thirty, and then detreating 
it in the fame manner till you come 
to the original dofe, 

It cured a foldier of a palfey in the 
lower parts of his body from cold, 
when nothing elfe would fucceed. 
As an antiparalytick it is quoted in 
thofe excellent medical efaysof Edin- 


burgh, the fober and difcreet feat of 
medical knowledge and learning, 

The famous Geoffroy fays, he has 
feen the effects like the mild mineral 
kermes, or powder d’or de chartieuxy, 
from crude antimony reduced to fuch 
a fing powder, that none of the fhin- 
ing ipicula areto be feen. It may be 
taken in any fit vehicle. 

And that the magiftery of anti- 
mony, made by pouring fpirit of 
nitre, Or aqua regia, on the powder 
of antimony, and then edulcorating 
the mois with water, has the fame 
effects as hermes. Half a grain, ora 
whole one, given every three or four 
hours, has no violent effeéts; but, 
by encreafing the dofe, it may be 
made to vomit, purge, and fweati 
it cures agues, pleurifiies, peripneu- 
monies, afthmas, catarrhs, anginos, 
{mall-pox, and other difeafes. 

] would recommend fine powder of 
crude antimony to remove paralytic 
diforders, occafioned from mere arial 
unctions, for which accident I have 
been lately applied to by letter for 


advice. Iam, &c. 
Leich in Effex a ; 
17 3 ° i JOHN COOK. 











‘Pin ane 
To the Epitors of the OXFORD MAGAZINE, 


Sthe M y are now exerting 
their utmoft influence to pro- 
cure addrefles, none of which in the 
leat redound to the reputation of the 
promoters ; more efpecially the lait, 
which being fo notorioufly known to 
have been prefented by an inconfider- 
gble number of very iniignificant 
erfons in the city, required the ut- 
mott ftretch of minifterial fagacity 
and adroitnefs, to deferve the appel- 
lation of an Addrefs prefented by a 
most NumEROUS body of the mer- 
chants, traders, and other principal 
inhabitants of the City of London ; 
be fo kind to infért the two following 
Addreffes, prefented on one of the 
moft important and joyful occafions 
this kingdom has experienced, the 
birth of our prefent moit gracious and 
beloved Sovereign, who was born on 
Wednefday, May 24, 1738; andon 
Friday the 26th, the Lord Mayor, 
Aldermen and Common-Council of 
the city of London, in a train of 
about one hundred and fifty coaches, 
waited on his late Majefty with their 
Addrefs of Congratulation. - 

On Tuefday the 28th of June (with 
thefame numerous train of coaches) 
they waited on their Royal Highneflés 
the Prince and Princefs of Wales, to 
whom their Recorder prefented the 
following addrefs : 

May it plea/e your Royal Highneffes, 

We the Lord Mayor, Alder- 
men, and Common-Councilmen of 
the City of London, moft humbly 

eg leave to attend your Royal High- 
nefles, to-exp-efs our joy on the in- 
creafe te Royal Family, by the 
birth o a Prince, and upon the reco- 
very of her Royal Highnefs. 

** May your Royal Highneffes be- 
come the happy parents of a nume- 
fous offspring, to be a delight to his 
Majefty, and your Royal Highneffes, 
to give joy ta his Majelty’s tubjeéts, 
and Strengthen every part of cur con- 
fitution, 








“ We doubt not but by your 
Royal Higneffes care, this young 
Prince will be early taught thofe vir- 
tuous maxims, which alone can make 
a Prince and People happy ; and that 
by the example of his Majefty and 
your Royal Highneffes, he wil learn 
that the glory, as well as fray of 
the throne, mutt be founded in tbe 
hearts and affections of the people.” 

To which his Royal Highnefs made 
this moft gracious anfwer : 

My Lord and Gentlemen, 

«* ] return you my thanks, and 
thofe of the Princefs, for this new in- 
{tance of your duty to the King, and 
of your affection tome. My fon, I 
hope, may come in time to deferve 
the gratitude of a free people, which 
his Majefty now enjoys ; and it thall 
be my conitant care to inftruct him, 
that true Loyalty can only be the re- 
fult of Liberty.” 

The following was the Addrefs of 
the Univerfity of Oxford, prefented 
to his late Majeity on the fame occa- 
fion, by his Grace the Archbifhop of 
Canterbury : 

To the King’s moft excellent Mazefty. 

Moft gracious Sovereign, 

‘¢ We your Majefty’s moft dutiful 
and loyal fubjecis, the Chancellor, © 
Matters and Scholars of the Univer- 
fity of Oxford, humbly beg leave to 
prefent to your Majefty, our mott fin- 
cere congratulations upon the increa- 
fing felicity of your Royal Family 
and this nation, by the birth of a 
Prince. 

‘* We gladly embrace this, and 
all other occafions, to aflure your 
Majefty, that the entire fatisfaction 
we receive from every on bleffing 
which attends your Majeity, and your 
Auguit Houfe, proceeds from our 
gratitude and affection to your per- 
fon and government, to which we 
are zealoufly attached by the itronge 
bands that can unite us, she protection 
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of our religious and civil cfablifhment 
under a prince who upen ali occa- 
fens, has been graciouily pleated to 
declare his unalterable :efojuuon of 
preferving the juf? rights and liberties 
of all his fubjects. 

‘* May your Majefty long hive to 
enjoy the fruits of your paternal care, 
for the good and welfare of your peo- 
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ple in the hearts and affections of all 
your fubjeéts ; and may every branch 
of your illuftrious family, be infy. 
enced by your Majeity’s great ex. 
ample, to contribute to the Support of 
thofe laws which the wifdom and jul- 
tice of your reign have provided 
for the fecurity of a free aud happy 
people.” 





Extra? from the ufeful Hints to thofe who make the Taur of France. 
By Philip Thicknefe, E/q; 


HERE is fcarce an individual to 

be feen amongft the peafants 
of this kingdom who have any pre- 
tenfions to beauty, and in general 
their countenances are difgufttul; on 
the contrary, mo of the people of 
fathion, while young, are handiome ; 
* but their beauty is not fo perma- 
nent as with us; and when they-_are 
old, {carce any traces of it are to be 
found. There is mere human de. 
formity to be feen in Paris in one day, 
than you meet with in London ina 
Bonth. ‘They feem to be quite ig- 
norant of the method of nurfing 
young children ; or perhaps it may 
arife fram poverty, as few women of 
the common fort can fobfift at home, 
and they are frequently compelled ,to 
Jeave their children for the greatedt 
part of the «ay faftened in a cradle: 
and befides this, nature herfelf (if I 
maay ufe the expreflion) feems lefs at- 
tentive to perfect ber works in the 
human fpecies here, tham in any 
other country I have yet feen. Among 
many nations of the American In- 
dians, J do not recollect ever to have 
feen one deformed perfon ; and I be- 
lieve what we call the Marks pecu- 
har t0 longing women, fuch as hair- 
lips, ddfler hands, claret, and the 
reit of thofe old womens conceits, 
are peculiar to the European Jadies: 
for sn France one continually mects 


* A fhert round face 
tae, wich we admire, ; 





with cuir? in a fuperlative degree; 
and though red wine 1s in the poffef, 
fion, or eafily come at, by the 
meaneft of the poor, yet we meet 
with as many claret-longing mothers 
in France as in England! I am ap 
to fufpect, if Dr. Brown was now 
living, we fhould find him put the 
matter of /enging down amongft his 
vulgar errors, I would not deny 
that breeding women may long, or 
have a mind to particular things, for 
that is a fact; but the marking con 
fequence of going without it is mere 
nonfenfe, It is confidently afferted 
here, that a woman, within a week 
of her time, went to fee a man broke 
on the wheel, and that day fe’nnight 
produced a child, with a fracture 
upon every bone of the child which 
had been broke of the criminal’s! 
This might have done two or three 
hundred years ago; but now _philo- 
fophy and reafon bas cried moft of 
thefe abfurdities down. ‘The truth 
is, when a child is born, the good 
women examine it ; few children are 
without a mole, or fome particular 
{pot or blemifh upon their ikin. The 
next bufinefs 1s to determine what it 
is tke; and when they have found 
Out that a fquare mole is like a piece 
of bacon, and an oblong one hikea 
moufe, the mother is informed there- 
with, the ‘hen recolleéts, that fhe did, 
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+, the coarle of nine months, {ee a 
cece of bacon and a moufe ; of the 
frit the could have wifhed to have 
eat, and the latter frightened her ; 
but fhe was a/hamed to afk for the 
one, or mention the other. No mo- 
ther chufes to produce a montter, or 
a child that is not in all its limbs 
quite complete ; fo when a child’s 
hand is like the claw of a lobfter, or 
its lips divided like a hare’s, the mo- 
ther prefently furnifhes an excu/e, and 
informs all her friends how much fhe 
longed for a lobiter, or was fright- 
ened by a hare! but I have never yet 
heard what the mark would be defore 
the child appeared. Of the many 
thoufands of young women who have 
proved uhluckily with child, and 
longed to be married to their dear fe- 
ducers, not one gir] was ever yet 
marked with a church, or a com. 
mon-prayer-bock, nor even with a 
wedding-ring ; though fometimes the 
boys, it mutt be allowed, do bear a 
{mall mark of their mother’s long- 
ing. I hope this affertion will not 
oftend your fifters; or bring down 
upon me the wrath of the teeming 
ladies ; for lam convinced they ought 
to have what the y long for, and that 
they may be ill without it. And 


befides, I would have eiven myfelf 


a guinca for a pint cf ttrawberries 
at Chriitmas for the eating of a long- 
ing relation of my own. Indeed fhe 
was miflaken in one refpect; for 
though fhe really longed for the ftraw- 
berries, Dr. H found out, in 
the courfe of three or four months 
————, that fhe was not with child. 
Now I am upon this fubject, I mutt 
inform you, that few people of fafhion 
Aere employ men-midwives. Onewho 
a profeffor of this my/fericus art, 
Id me with great warmth, atid a 
ound oath, that a Frenchwoman 
v uld fooner admit half a dozen men 
a ner D 1, than one at her labour ; 
“ud indeed I think the former much 
t The incenior 
wi! canner } 
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more natural, and confequently more 


excufable. Mademoifelle Byrone, 
now living at Paris, after having dif- 
feéted a great number of female bo- 
dies, has made an artificial woman, 
with all the parts internal. as well as 
external, which fets this matter in 
the cleareftlight +. This mait inge- 
nious and fenfible woman, has been 
ftrongly folicited to go to England, 
and there exhibit this eundetel fi- 
gure, by which the thews the wifdom 
of never-erring nature, and the dan- 
ger of modern art and inftruments : 
but the emprefs of Ruffia having 
given her a thoufand guineas for the 
firlt figure of this kind which fhe 
made, tho’ much inferior to that 
which fhe now exhibits, I am afraid 
fhe will be content with that money, 
and the prefents fhe daily receives 
for fhewing the latter. The external 
torm of this figure, which is fome- 
thing f{maller than life, is made of 
wax; the breaft is laid open, the 
lungs, the liver, gall-bladder, heart, 
inteftines, are all compofed of mate- 
rials fo exactly refembling nature; 
that nothing can convince you.to the 
contrary but touching them, She 
alfo fhews you the womb, with the 
embryo, from the fir conception, 
through every ftage of pregnancy; 
to the minute of delivery; the fitua- 
tion of twins, and the birth; and 
though fhe ts rather a young woman, 
her {uperior underftanding, and good 
addrefs, prevents a pofiibility of thofe 
who go with a difpofition to laugh or 
be indecent, from putting their de- 
figns into execution; though I muft 
own the French women are many of 
them ftrangers to what we Call deli- 
cacy. <A fine young lady will talk 
of une chaise percee before men with 
as much indifference, as fhe would 
of her fedan chair! The French ftudy 
what we call the fnwgs of life with 
great fuccefs, becaufe they cai put 
them into execution without being 
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130 Useful Hints to thofe whe 
ldughed at. Porters a 4 thoe-bluck: 
at Paris wear their muffs with the 
fame bonne erace as 4 prejident of the 
parliament ; and - does every {mart 
coachman and footman, when they 
attend their matte Luxury is car- 
ried to as great a nai by the mo- 
dern French, as it was by the old 
Romans. It is fcarce poflible to con- 
ceive in what voloptuoufnefs the royal 


family, the princes of the blood, but 
above all, the fermrers ceneraux, live; 
Lut then it is thofe, and thofe only, 
who can afford to live fo. Jt is a fad 


country for the poor who, amidft 
abundance of plenty, live wretch- 
edly; the multitude are flaves toa 
few, and the poor are truly fo. I 
do not mean the beggars; I mean 
the indultrious and laborious pea- 
fants and «w/nerons, who flave and toil, 
both fexes alike, without fearce ever 
being able to purclafe a good meal, 
or have a fixpence in their pockets. 
No nation ander the fun is fo much 
diflliked by the French nation as the 
English : this diflike is concealed by 
the good breeding of the better fort; 
but the petit monde betray it upon 
molt occafions. Nor is any religion 
fo cbnoxious tot} "m as Proteftantifm, 
not even the Jewilh. 
fafhion are |i! b ertines in their youth, 
and of courfe devotees in old age. 
So foon as they find themfelves 
neglected by the men, their pafhons 
take another turn: and, lke the en- 
thufiaftic Methoditt, they fancy them- 
felves in love with Jefus Chri. I 
¢an with truth athrm, that London 
is 2 virtuous city, compared with 
Paris. We have been made to be- 
lieve the fucceifes of the late war 
arofe from the fpirited refolves of a 
then private gentleman; but I fancy 
a great deal of it ought to be placed 
to the account of Madan - Pompa- 
dour, a woman wiio aud abfolute 
in France for upwards of ts 


; venty 
vears, over king, minitters, and par- 
laments; a woman, by whofe {ole 
authority j1 ce Was Prrv. sed, able 
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generals recalled, and infiffictens 
ones placed im their fleac: for the 


not only appointed admirals whe had 
never feea the fea, but the merchants, 
by bribiag her creatures, got all their 
coods feut to their colonies in men of 
war; by which means their fhips 
were in general fo encumbered with 
merchandize on their gan-decks, that 
they were unable tc make a proper 
uf: of their force ; and what was til} 
more in our favour, they were unable 
to procure fea officers of real abilities 
and knowledge in their profeffion to 
take commands, for they perceived 
neither honour or profit could arife, 
I have feen feveral letters wrote at 
that time by a very able fea-officer, 
lamenting the calamities which that 
woman brought upon this country, 
and declaring his refolution to live 
ona little, and in obfcurity, rather 
than take the command of a hip, 
while he muft receive his orders from 
an ignorant clerk of fome office. To 
this woman’s bafenefs England owe 
much of a late fucceffes, and the 
corruption fhe introduced throughout 
this kingdom, will be felt for a long 
time. What elfe indeed could be 
expected from a low-born woman, 
who forfook an afeétionate hutband, 
prottituted her perfon, renounced his 
name, and caufed him who gave it 
her, and who loved her, to be ba- 
nifhed! who had the effrontery to 
infiit upon being made dame d’honncir 
to the woman whom fhe fo publicly 
ip an employment by which 
e queen could not have even a pair 
of ruffles without her — iffion ; 
nay, not without afking her for them: 
@il which the pious, good gueen fub- 
mitted to with a dignity fcarce to be 
conceived. Is it to ‘be wondered then 
that the marchionefs of Pompadour 
always fhewed a proper refpect to the 
queen? This 1s what her friends ex- 
tol her for! but furely her aGin 
ur, OF daring to appear 
prefence of the queen, 
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nd a proof that fhe was a flranger 
to fentiment. Her perfonal attend- 
-on the qacen did not arife from 


- 
aii 


anr 
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, mility; for in her own apartments 
fre had only exe chair, w hereon fhe 
ft when fhe received company, and 


round which the minitters and princes 
of the blood were mean encugh to 
ftand, and pay their fervile court ' 
and he went away moit happy, on 
whom fhe deigned the ofteneft to 
finile, or to {peak gracioufly! In 
fhort, all royal favours were obtained 
through her means, and thofe favours 
were granted to fuch cnly, who could 
bribe their way throuch all her male 
and female domettics, till they could 
gain admittance to her perfon, to lay 
the lait offering upon her toilet. ‘The 
late dauphin, to his immortal honour, 
was almoft the only man in the king- 
dom who dared openly to fhew an 
abhorrence to her condu&t, and con- 
tempt to her perfon. Indeed he once 
fo far forgot himfelf, and Aer too, as 
to give her a box on the ear, he- 
heving what fhe really meant as at- 
tention, to be intended toinfult him. 
The cafe was related to me by one 
who was in a manner an eye-witnefs 
to the tranfaétion. The marchionefs 
having, upon fome particular occa- 
fion, prepared, oppofite to the king’s 
and dauphin’s apartmentat Verfailles, 
a feu de joy (a bonfire), the dauphin 
cauied all his windows to be fhut up, 
in order to avoid partaking of any 
entertainment towhich fhe gave birth. 
Ut this the king was informed, who 
gave immediate orders that the win- 
dows fhould be ail forthwith opened. 
lhe dauphin abfolutely forbid the 
fervants to open them; but they, 
with all humility and refpeét, be- 
fought his permifiion to obey the po- 
itive commands of their matter, as 
Well as their fovereign : for you muft 
know, that the dauphin of France 
has no fervants of his coun, but is at- 
tended by the king’s. Upon which he 
acquiefced ; but at the fame time con- 
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fidered himfelf fo much his own maif- 
ter, as to determine to leave the apart- 
ments tll the few de joy was Over: 
but unluckily us he was paffing from 
one fide of the chatrexu to the other, 
he met the marchionefs (who know- 


ing nothing ef what happened) ap- 
proached him with a i{miling coun- 
tenance, and prefented to him a douc 
quet (anofegay). ‘This prefentation, 
which was civilly meant by her, he 
confirued into an infult, and his tem- 
per being previoufly ruffed, he fo 
far forgot himfelf, as to take the 
bouguet, and return her um fouffiet (a 
box on the ear); for which he was 
banifhed the court, and actually im- 
prifoned for a day or two, but ob- 
tained his liberty by afking her par- 
don. It cannot be wondered at, that 
x nation thus governed for twenty 
years fhould become exceedingly cor- 
rupt ; and that all the women fhould 
imitate her manners, and covet the 
power of governing their families as 
the marchionefs did the king and 
kingdom. In which they Jappily 
have fucceeded ; for the female admi- 
nitration has a€tually taken place on 
this fide the water ; nor is there any 
range of a change: for while 
uxury prevails, and lewdnefs is 
countenanced; while trifles are 
efteemed, and the moft important 
matters are held in contempt ; while 
dancers and fidlers get more in one 
day than an induftrious labourer can 
in awhole year; while women marry 
with a view of finning fecurely, and 
even under the fanétion and counte- 
nance of their hufbands; where the 
temples are polluted, and the clergy 
are in general the mot profligate and 
abandoned; where boys are made 
bifhops, and the few, very few, pious, 
coud men of that order are reavarded 
with cures of three or four hundred 
livres a year. ‘There is much inter- 
nal danger to be apprehended at 
home; but none to be feared from 
their neighbours, So that notwith- 
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Randing, what we fee and hear about 
fhips building in every port in France, 
levying y of troops, reviews, &c. &c. 


this kingdo yn never was in a more 
contemp stible conditio n, in every re- 
fpect, than it is at his day. The 
king i is now fp endit Y — 1e revenues of 
3772, and the fubjects are deeply op- 

prefied. All the revenues are farmed 
out to individuals, and thofe blood- 
fuckers are there! 5 IMpow ered to 
orprefs the induttriou 1s poor in every 
manner they can contrive ; fo that 
many of the poor who with to keep 
a cow to fupport their children, durit 
not do it, fear of being thought 
sich, and confequently higher taxed. 
What muit be the thought of a ftate, 
who tolerate and allow booths, thea- 
tres, coffee-houfes, and all forts of 
public {peftacles, to be exhibited 
and opened during the whole night, 
and that too within the walls of the 
capita! city ? At this time there is a 
theatrical entertainment upon the 
bculewards at Paris, which is fre- 
quented by people of the firft dittine- 
tion, the doors of which are not 
opened till after twelve o’clock at 
night! The French people of fortune 
eat a flight dinner at mid-day; but 
the fupp ers of thofe who can afford 
it, are fet off with every thing which 
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can delight the eye, pleafe the pg. 
late, and inflame the mind; no won. 
der thtn if there is but little virtue 
to be found amongit women who are 
locked up in a cloyiter, and who con. 
verfe with women only tll they are 
fifteen, at which age they are bro ught 
forth, exhibited at thefe fuppers, 
mixed with both fexes, and ipend 
the remainder of the night in revel. 
ling and riot, either at their own 
houfes, or at fome public noéurnal 
rendezvous. The treedom and kh. 
berty which pzfs between the two 


fexes, and the open tranfaCtions of 


the molt modef and decent women 
in France, would, I believe and 
hope, fhock an Engliih woman. To 
be admitted into a French lady’s 
bedchamber before fhe is up, is as 
common as it is to fce her after- 
wards; and if fhe chufes to hhift 
herfelf while you are in the room, 
fhe will look upon you as very ill 
bred, if you do not affitt her in put- 
tine her clean fhift over her head. 
Nor will your prefence deprive her 
from attending to the calls of nature, 
about which fhe will talk to you in as 
plain terms as Dr. Smollet: but this is 
cultom, and the fafhion of the country, 
and done by the moft virtuous of the 
women. [To be concluded in our next.] 
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N your Magazine for January, you 
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Indiana, feems to me, 
ken the intention of the 
ich is manifeft!y to ridi- 
cule only the vulgar notion of Marks 
g from a. ae éfc. And, 
with fubmifion, I think, whenever 
you give a. uotation, you fhould, by 
way of in rodudlj n, fhew the al- 
~~ on, otherwile the reader 
is liable to be miilead by a detached 
part. sated muft read the book 
in, fhe will find there is nothing 
ly aflerted upon this fubject; 

and 
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and every one will allow, that the 
Jefs a mother fuppofes it to be in her 

wer to injure her child, the fewer 
Pad confequences are to be dreaded, 
I know no more of the author of the 
book than this lady does; but, J 
make no doubt, that had he written 
for the faculty, he would have treated 
the fubject very differently ; for, al- 
though I am a woman, I will allow 
the other fex fome fuperiority ; but 
that only from the advantages of 
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education, It is a merit with me 
that he does not ufe terms of art, as 


they are called; and I confefs myfelf 
pleafed with his ttile; for, inftead of 
fuppofing him a tyrant, I really think 
our fex indebted to him, both for his 
compliments and delicacy. Again, 
I fay, Indiana has judged too rathly, 
and I fhall be glad to hear her candid 
opinion after fhe has read the whole 
of the Letters. I am, &c. 

March 18, Maria Harrison. 





Some Remarks on Dr. Blackflone’s Commentaries. 


R. Blackitone, now member for 

Weftbury, in his Commenta- 
3. Pe 160. Ties, fays, ‘* That in the 
Jan. 4,1648. times of madnefs and 
anarchy, the Commons paffed a vote, 
that whatever is enaéted or declared 
for Law, by the Commons in Parlia- 
ment afiembled, hath the force of all 
Law, and all the people of this na- 
tion are concluded thereby, although 
the confent or concurrence of the 
King or Houfe of Peers be not had 
thereto.” At prefent no fuch power 
is generally contended for. The Houfes 
of Parliament, jealous of each other, 
very propérly will not fuffer the one 
to determine upon the privileges of 
the other; the Lords not permitting 
the Commons to interfere in fettling 
the election of a Peer of Scotland, 
nor the Commons allowing the Lords 
to judge of the elcétion p> burgefs. 
From that time of madnefs and anar- 
chy, till the repeated eleétions of 
Mr. Wilkes, neither Lords, nor Com- 
mons feparately, with or without the 





power of legiflation, or limit any 
one right of the whole people. The 
{ecurity of the people is the concur- 





rence of the three eftates, and they 
oughtcarefully to watch the encroach- 
meat of each eftate upon the other. 
if one eftate can abridge the people 
of one right, or adjudge who is or is 
not eligible, it is legiflation, a mat- 
ter extremely different from an inci- 
dental decifion between perfons con- 
tending who is duly eleéted, I there- 
fore fubmit to adminiftration to con- 
fider in time, whether the whole 
ees of legiflation is delegated to 

oth, or either Houfe of Parliament, 
if not, how far an adjudication of 
one houfe can deprive the people of 
their birth-right ? Whether the doc- 
trine of Mr. Locke may not be jufti- 
On Government, fied, ** That there 

p-2.Seét.149. remains ftill inherent 

and 227. in the people a fu- 
preme power to alter the Legiflative, 
if they thould find the Lepitfative act 
contrary to the truft repofed in them, 
as the abufe of every truft is a forfei- 
ture and devolution to thofe who 
gave it.” Thefe matters deferve 2 
ferious difpaffionate enquiry, left 
more madnefs and anarchy enfue, for 
nothing but juftice can enfure obe- 
dience, 
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To the Evitrors of the OXFORD MAGAZINE. 


GENTLEMEN, 

TRUCK bythe propofal (fewed up 

in yours and fome other Maga- 
zines for laft month) of a Nee Deserip- 
tion of England, by Meiirs. Russevy 
and Parce, I was induced to buy 
the firft and fecond numbers. I was 
apprehenfive, as it is too frequently 
the cafe, that I fhould have been dif- 
appointed, after fo pompous a dif- 
play of their intentions, in their ad- 
drefs to the public. ‘They tell us, 
that ‘* No country in the world better 
** doferves to be known, than the 
«‘ kingdom of England; that it has 
os long been famous for mines, cnti- 
** quities, manufaclures, commerce, 
** and fertility. The works of Na- 
** ture and Art are here difplayed in 
‘the utmoft profufion; while the 
** traces of the bufy hand of improve- 
** ment, guided by genius, and fup- 
** ported by indutiry, are vifible an 
“every corner of this flourifhing 
“ jfland.” ‘They alfo tell us, in their 
addrefs, ** That they will endeavour 
** to give the reader all the fatisfac- 
“tion jn their power, with regard 
* to every objeR that merits atten- 
““tidn. That they will lead him 
*‘ from one place to another, and 
** point out the various particulars 
*¢ for which cach 1s remarkabic : 
“‘difplay their governjrent, their 
*« cultoms, and their privileges ; de- 
*¢ furibe the curious fiructures, whe- 


‘« ther erected by ancient or modern 
** artilts ; together with the ftatues, 
‘« paintings and curiofities, natural 
‘© or artihcial, withavhich many of 
‘them are decorated.” They fur- 
ther promife, that ** On a large 
‘‘ number of copper-plates, which 
‘‘ are molt elegantly engraved, they 
** have taken care to reprefent the 
*« moftcurious objects, whether form- 
‘ed by the hand of nature or of 
“Sart, &c. &c.” 

Thefe are great promifes, Gentle- 
men, and a due performance of thefe 
promifes would certainly make their 
England Di/played avery yfeful and 
entertaining work. Hitherto, I maf 
confefs, it far exceeds my expecta- 
tions; and if the fubfequent part is 
equal to the firf{ two numbers that I 
have read, it muft command a rapid 
and extenfive fale. I therefore hope 
the proprietors of that work will at- 
tend to this hint, and he particularly 
careful that the future copper-plates 
be engraved by the fame exceilent 
artifts; that the work be continued 
oo the fame type and paper ; and that 
equal precifion and accuracy be ob- 
ferved by the authors. [t will then 
be encouraged by every Englifhman, 
and particularly by, Gentlemen, 

Your humble fervant, 


O.ford, 
April 20, 1769. T. R. 
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ND fo, Sir, what vou~ have 
*\ eften foretold is at lait come to 
;* 


» We are now fairly fo! 
mio the very 
The parts 
Mime Wore revived; oOo} 


drees of the 
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neww under the Sun. 
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ed, reprefenting the Addrejing Merchants.) 


Eccleiiaftes 1. 9. 


rers, who, in the reign of King 
Charles the Second, expreffed their 
detetiztion of all the patriotic and 
public-fpirited, as I would fay, but, 
as they were pleafed to call them, 
the factious and infolent petitions 
that 
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that were prefented to the king for 
allembling a parliament, and for fe- 
curing the other rights and liberties 
of the people. 

That fuch wretches fhould have 
exifted at a time, when the fovereign 
claimed, and many of his fubjects 
were willing to allow him, a divine, 
indefeafible, hereditary right to play 
the tyrant, and to deflroy the con- 
flitution, is nothing ftrange; but 
that any fuch thould be found in the 
reign of a prince, whofe family was 
advanced to the throne in dire¢t con- 
tradiction to this abfurd principle, 
would be really furprizing, did we 
not know that human nature is always 
the fame, and that though the feeds 
of flavery may be fmothered for a 
time, yet whenever they meet with 
the vivifying influence of court fun- 
fhine, they immediately begin to 
quicken, and to fpring up with vi- 
gour. And never fure did thefe feeds 
meet with a more fertile foil, ora 
more benign sky, than under the pre- 
fent arbitrary and defpotic ad ns 
when every man is fure to be re- 
warded in exaét proportion to the 
fervility of his character. 

In this refpeét indeed the prefent 
m shave greatly the advantage 
of all that have gone before them ; 
for I do not remember a fingle com- 
pliment paid to the ad/orrers in the 
reign of King Charles the Second, 
exceptthe honour of knighthood con- 
ferred upon Francis Withens, Efq; 
who procured and prefented the ad- 
drefs from the city of Weftminfter. 
But how much more grateful and ge- 
nerous have been our prefent mini- 
fers ! They have made the late chief 
City Magiftrate a Privy Counfellor, 
and have given him a contraét with 
government for cloathing foldiers, 
worth 40001. perannum. They have 
pardoned the murderers M‘Laughlan, 
Balfe, and M‘Quirk, and have even 
eranted them penfions. This, fay 


the minif ry, 1s only fupportise their 
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friends; but if murderers be their 
friends, I believe few — will 


envy them the credit of fuc 
nection. 

Thefe friends, however, were pro- 
cured at a much dearer rate than the 
friends obgained by the miniftry of 
King Charles the Second; and, in- 
deed, the prefent miniilry have it in 
their power fo to procure them. 

Some of the addreffes in the reign 
of the Stuarts breathed a very free 
and independent fpirit. ‘That of the 
Quakers, upon the acceflion of King 
James the Second, may ferve as an 
inftance. It was conceived in the 
following terms: ‘* We come,’’ faid 
they, ** co teftify our forrow for the 
death of our good friend Charles, 
and our joy for thy being made our 
governor. We are told thou art not 
of the perfuafion of the church of 
fares : no more than we; where 
fore we hope thou wilt grant us the 
fame liberty which thou allowett thy- 
felf. Which doing, we with thee 
all manner of happinefs.” Here we 
fee the Quakers, with their ufual 
plainnefs and fimplicity, very roundly 
tell his majefty, that he was not a 
member of the church of England ; 
a circumitance, which was then 
thought by many, and hath fince 
been declared by law, to be fuflicient 
to difqualify him for wearing the | 
crown of thefe kingdoms. 

But how much more courtly and 
polite is the language of our prefent 
Addreffers! They not only pay the 
higheft compliments to the king, 
which he certainly deferves; they 
even offer the moft naufeous and ful- 
fome flattery to his minilters and fer- 
vants, and exprefs their entire ap- 
probation of every part of their con- 
duct. They muft therefore approve 
of the robbery committed upon the 
d of P , of the maffucre 
in St. George’s Fields, of the riot 
and murders at Brentfard, of with- 
drawing M‘Laughtan from the cog- 
a:zance 


a con- 
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nizance of the laws, and of pa urdon- 
ing Balfe and M‘Quirk, alter hey 
had been fairly tried and condem: ned 
by their country. 

Bar, not fatished with de . 
their approbatio n of the ¢ duct of 
the miniftry, they exprefs their utter 
abborrence and deteltation cf the con- 
duct of thofe who have had the pre- 
fumption to oppofe them. ‘They 


oy oe 


mutt weaned abher the conduét of 
the Freeholders of Middiefex, who 


chote Mr. Wi kes and Mr. Serjeant 
Glynn their Reprefentatives im Par- 
lament, in fpire of all the violent, 
Outrageous an dill legalattempts,which 
the minifiry made to p! event them. 


Thev mutt aéher the condu€ of the 


139 independe t Memb rs, Who vo- 


ti 
ted = againit the expulfion of a 


Wilkes from an augull afiembly 

which they form the refp eetab! C, Pe 
perhaps even the molt wealthy, tho’ 
not the moft numerous, part. They 
mutt adfor the conduct of the Cit- 
gens Of London, of ¢ 


Middlefex, and of ali the other Coun- 
ties and Corporations, who, in their 
infiructions to their Kepretentatives, 
have difapproved of thole very mea- 
fures which the Acdretlers approve. 
In awerd, they mult aé/or the con- 
ded, at Jeat 4 
ninetv-nine parts ia hundre dof the 
people of ingland, who, if taken 
feparately, and fairly interrogated, 
would be found to @l terfain ( pinions 
very differeat from thofe of the ad- 
dreflers. 

But that our prefent minifters 
would wiilinely throw their crime 
upon their matter, is abundantly evi- 


dent from th f their co fe 
~ ~ > ' . . 

For, t> what ¢ motive can we 
reafonably atrribete the eternal rere 


truicn, that occurs inal! the 
ot pre tefiions of | 


fetiy’s " ri - ( } , | ae 
. , ’ . ‘ thbite 


when no man of fen: | ste 


loyalty of any 


L age ls : 
AVUl ete a? 


he Citivens of 
W eiimintter , of the Freeholders of 

} 

i] 


1¢ fentiments, of 


* . 


and leait of all of th 
deed fo great a majority 
tion can be called a party’ 
now engaped in opp ofiu 
mit iitry > The party cn; 
this « Oppofition are, and 
been, the « nly true and ileal) 
to the Proteflant fuccethon 
Bruniwick family. “Iw 
, that th at fa lily was 
firft placed up on the throne ; et) by 
their interett, ciel that they have 
hitherto been fupported in it; and 
by their intereft, I hone, they will 
4 4 
continue to enjoy it till time thall be 
no more, 
‘To what caufe then can we poffibly 
afcribe it, that this party, fo numer- 
aus, fo loyal, and fo sept pe 


hy 
has, almoft conftant! ly for thefe eigh 


. = 
inte ies Chieils 
P 


vears and upwards, been in a fate 
of profcription? Is it, that fome 


ibdicated 

‘ i] F PQ, P : . f ’ | 
imily Of Stuart, have formed a de- 
ign to difeu 
¢eltablifhm 


Perions, attached to the 
I 


t th o- with the prefent 
ent, and thus difpofe them 
for another revolution? The def ign 
is artful, but it is abfotutely imprac- 
ticable. i Whigs (for. it is © 
that party I peak) well know tha 
the prefervation of their libertie: 
and the fupport of the prefen it elie. 
blithment, are one and the fame; 
and as they can never be induced to 
part with the former, they will never 
be perfuaded to overturn the latter. 
Is it, that others have fecretlv laid 

plan for erecting an arbitrary and 
defpotic government? The fcheme is 
weak, and will certainly milcarrys 
and can never be pro luctive of any 
other effet than the ruin of thofe 


erry, 


} ’ ’ P e 
who fhall prefume to undertake it. 
Say aoeenn 
Or 1s it, what perhaps is ft] more 
probable, that a third fet have put 
on a determined refolution to extr- 
inedom all daritt 
° o . ~ . . 
OF party? This project is as 2b! rds 
i } y S 
na however range the a tion 


y feem, is as wicked as cither of 


oo 
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a. an) 
rer tive Spur 
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thfeparable from liberty ; they follow one an- 
wther as a fhadow does a body 5 and if ever it 
thould happen that the one is deitroyed, the 
other will expire in the very fame infiant. : 

There is another expreffion, that runs thro 
thefe addreffes, which 1s worthy of notice. 
The Addreflers fay, that they are ready to 
facrifice, in fupport of the miniftry, their 
lives and their properties: they ought to have 
added, their liberties likewife. But, perhaps, 
they may think, that they have facrificed thefe 
ajready ; as no body of men, who had the 
leaft regard for liberty, could have approved, 
fo fully as they have done, of the arbrrrary 
meafures of our prefent m s. And thus 
having fold their hbertics, they may be apt to 
in ine, that it will be no aét of extraordi- 


1 
err Ts) 
. 


nary generofity, if they throw their lives and 
the ir propertic s into the bargain; fenfible, it 
is to be prefumed, that when a man has lot 
his liberty, his life, and his property, are of 
very little value, as he can only enjoy them at 
the mercy of his mafter, What rewards may 
he beftowed upon thefe abborrers, 1 pretend 
not to conjecture. I only know, that in the 
reign of King Charles the Second, whatever 
rewards their worrly predecetfors might receive 
trom tke crown, they met with very feurvy 
ireatment from the parliament; for that au- 
guit aflembly was no fooner convened, than 
they expelled every abporrer with the utmott 
contempt and indignation, Whether the pre- 
font abborrers wil) be branded with the fame 
mark of infamy, time only can difcover,. 

How thefe addretfes have been procured, 18 
amatter, if pollible, fill more difficult to de- 
termine, In the reign of king Charles the 
Second the method was this: an addrefs was 
écrawn up by the minifter in the higheit ftrain 
of flaitery and panegyric; this was given to 
the reprefentative, with a promife, that if he 
could obtain the concurrence and fubf{cription 
of hts conflituents, he might depend upon any 
favour or indulgence in the power of the 
crown to beftow. The reprefentative tranf- 
mitted it (o his confituents with promifes as 
Magnihicent, and, no doubt, as fincere; and 
thefe, charmed with the honour of addrefling 
their fovereign, or t mpted with the profpect 
of ’ plac ¢ tor their fons or their nephew S, fet 
‘heir names to the paper, without fo much as 
xKhHOWINg the contents. And thus was the de- 
luded prince drawn inte an op nion, that the 
conduct of his rninifters was approved by the 
- “) cf bis peopie, while in effet it had only 
Mie approbs'ion of the minifters themfelves. 
ng the merchants of Lendon particu- 





-> 
7 


larly this expedient was frequently employed, 

With great induftry and fuccefs 3 and fo eager 

’ the minifters to procure a long lift of 

udicribers, that it is credibly reported tome 

OF Whe addreiles of the then city merchants 

Were figned by coblers, porters, chairmen, 
Vou. Il 





Epifile to the North Briton. 





137 
livery-fervants, and the very meaneft of the 
rabble: for as the number of hands was the 
chief point in view, they cared but little of 
what rank or condition they were. Nay, it 
is affirmed, that feveral names were written 
by the fame hand, and fome others in dif- 
guifed or counterfeited chara€ters. How far this 
defcription wall apply to the late addrefs of the 
city merchants (as they mif-cal] themfelves) 
will be evident to any one who hath fen a 
hift of their names. But however aétive the 
miniiiry have been in procuring addreties, I 
cannot but blame them for the injudicfous 
manner in which they began to folicit the 
favour. The firtt addrefs, if 1 righly re- 
smembet, was from the Frecholders of Effex ; 
and could the miniftry be {8 very ignorant of 
the proud and obftinate naiure of Fobn Bull, 
as to imagine, that he would patie. tly bear to 
be led by his own Ca:ve: ? This, indeed, I 
always confidered as a bad omen; aad the fuce 
ceeding events have confirmed me in my opie 
nion, The addreties have come in with a 
very flow and tardy pace; thcy new begin te 
grow ftill lefs trequent; and the mortifying 
rebuff, which the minifiry have met with. 
from the citizens of London, will foon, itis 
hoped, put an entire flop tothem. For the 
people in the more diftznt parts of the king- 
dom, perceiving how odious the prefent mir 
nifters are to the inhabitants of the metropolis, 
who, havéng the be/t opportunities to obierve, 
may be fuppofed to be the beft qualified to 
judge of their conduct, will no longer con- 
tinue to give the fan&tion of their name to- 
wards the fupport of a fet of men, who, the 
more their principles and pra€tices are known, 
will be the more cordially hated by every 
friend to his country. t 
The rebuff, indeed, which the miniftry 
have received from the citizens of London, is , 
no other than they had realon to expel, The 
very aticmpt to procure an addrefs from thém 
was equally weak and wnpudent, ‘ihe citi- 
zens had but jufi initrueied their reprefenta- 
tives to obtain a redrefs of the numerous griet- 
ances, of which the nation univerfally com- 
plains; and to think that the fame men fhould 
immediately alter their fentumenis, and ape 
prove of meafures, which, but a few days be- 
iore, they had fo itrongly condemned, is fuch 
an inflance of tolly or prefumption, as none 
could have been guilty of but our prefent 
qvortby rulers, But perhaps the m—y (as 
is buc too common with fome men) may be 
apt to judge of others by theméelves. They 
are daily accuitomed to change their pring - 
ples, 28 the variable gale of court favour thifts; 
and they probably imagined the citizens of 
London were of the fame pliable temper. in 
this, however, they have been miferably dif 
appointed. ‘The citigrns have thewa them, 
to their utter confulion, that though confift- 
> ency 
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_eacy of conduct may be banifice from the 
higher ranks of life, it ss ft 
among the lower: and that their mincs, tn 
particular, are of too uydorn a nature to be 
moulded into any form which the court n wht 
with to give them 

I cannot conclude thi paper V thout pav- 
ing my refpects, and thofe of every lover of 
4 ~ on Gis ; a 

his country, t William J .d 
Richard Pennant, |} G5 the worthy rey n 
tatives of the town of Liver; WHO nooly 


" 
t« be Pound 





To tle 
GENTLEMEN, 
HERE is not, I believe, a paffion more 


generally inhabiting, more firongly, 
yet more diflerently actuating human nature, 
than Vanity. le lurks heart, and 
tiough fome may conceal it with tolerable 
fuccels, well fmother its efeéts, 
yer even in them, if a fudden, unex pe cted oce- 
cafion prefents itfelf, it burfts forth into a 
blaze. 

This way of thinking met me, on fecing 
juft now, with what warmth of cxpreflion, a 
poor half-ftarv'd, halt-cloath’d wretch, old 
and decrepit, was boafting himielf of the gen- 
tecl air, with which, in his youth, he could 
wait at a gentleman's table ; and though his 
audience heard him with at 
tion, it was cafy to pereeive in the counte- 
nance of cvery onc, an eager impatience for 
his conclufion, that in turn, they might have 
an oppertumity of ictting forth their own 
fhining genius and abilities. 

Wherever this fantafti 
root in the heart, it 
very ridiculous efted: 

Caf your eyes upon an orator, wit! 
fublime, high-wrought fentim 
earacf geflure, with what founding periods, 
as he bewailing the unhappy fituation of h 
country | Approach nearer, examine, and vou 
wll find, his eves park! pwith livels 
fagtion, and the higheft felf-approbation, « 


im every 


and pretty 


tentive approba- 


acvecr 


» what 


ts, with what 


jineated, In cver\ icafture of tL » ¢ " of 
that eflumed countenance. Wh lis tonew 
utters plaints, bis heart glows and exults at 


the applaufe, which be forefces will attend 
the clote of his har inguc. 

What is it that animates the form, 
in the eves, invites in the (mile, : int! 


botom, riies in thre | er } Ous OTOW, oT, W ith 
an air, tofles up the head, of a retry bel 
' ’ 
ima pouite ahem dis Vat sy. alluon r 
admimtion, 
And—vea—it is the { n that 
tarciies the whole | } fT t , 


On the Pafion 


Evitrors ef th OXFORD 


dik d to proftitute their charadter, by nve 
fenting an addrefs, alike remarkable for in. 
elegance of fiile and fervilty of { 

In a word, I confider this tarce of adds : 
as the | convullive pane of an CXpas i 
tion, which has long embezzled the pr y, 


and trampled upon the liberties « or 
of this ifland, and whole funeral I] hove foon 
to fee celebrated with bonfires and scivicines 


, ’ | > » 
over lhe WHO Kispcom. 
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eves, that buttons up the mouth of the de. 
mure young quaker.—It is the fame pafi 
that in a milk-white gown, and 
ban 


ny 
vellow rite 

} eo eee + rr ’ 
* decks tic county milkK-maic on a 
Sunday. 


Will it not look hke morofenefs to fx 


? 
that Vanity has fent more heroes to the field, 
than the love and defence of their c untry, 


religion, or liberty ?—Yet fo it is—they ruth 
fir'd by the fame motis 
the return’d failor, while over his liquor voci- 
ferating oaths, curfes, imprecations, he dwells 
on his exploits, his hardfhips, his cancers, 
and his noble feats im arms, to his gay 


Se iebass 
country relations, 


to war, , that urges 


Yet, may this egregious vice claim a near 
affinity to many noble fentiments,—an emu 
lation of glorious aétions, a contempt of mean- 
nefs, a detpifing 


‘ 


mpecious app 


danger, &c.—and uncer thete 
carances it tifimuates iticif into the 


bivafts of the moft firm. 


I fhould, probably, were I itriQly to ex- 
amine my own heart, find it a€tuated frong! 
by Vanity, when it prompts me t! to open 
my fentiments tothe public. Should 1 catch 
myfelf here—I would not give it the | ] 
name of Vice, fince if this, 1f Vanity, 
motive, the love ] bear my countrs * i 
the ardent defire I have to cont i | 


erce) to their innocent emute- 
ment, through the channel] of yout 


+ ‘ , ’ 
Mhitcellany, I have the fatisfaction to knew, 


. : 1 s ‘ an jy on ae 
It is the nature of this lownd pourri, 
while it raifes a man in his own opinion, to 
fink him proportionatly in the cfteem of 
ot ery 4 c, an te & bal's nd cvilad 
to load him with conten pt. 
? ’ t 
Every thinking man cought refore to! 
. = ’ . 
tity h S§ ™m s &¥ nit atS arti ; ini ! 
in tuct manner, as careciull ) the 
very great improrricty of falling into tie ¢ 
i vy evtr . 
, . - 
- . ** \ R. t\) n’oy ? ¢ 
nal 
. > ‘ ‘ awa 7 “ \ " » 
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1 ster from a Great Man to his Miftre/s; with her Anfwer. 139 
chaos more feulv,to be difeontented,tolament Horrid and dreadful, flow perchance, and fport 
cae want of qualities we do not poiiels, to To his young tyrant—but (unthought of joy !) 
vs rmar at the difpenfations of heaven, and Releas’d, unhurt! he wings his airy flight, 
With this—Go, get thee hence, thou canit not 


our own fituanion. 


For variation fake, I will endeavour to il- fing, 

juftrate this by a Fable. Why, therefore, thould I feed thee thus for 
; nought ? 

Tie NiGhTINGALE and SPARROW, My pains I grudge not, would’ thou but re- 
As, ona fpray, a warbling Nightingale quite, 
Gave foul to found; a penfive Sparrow by, My conftant "tendance, with fome grateful lay, 
Aticaded wo the (train, and fick’ming fad, Plate, he cries, prefunptuous that I was ! 
Fielded to Envy’s foul domaia his breait. Complaints e’en foftly but.to breath againft 
Nature, unkind (he cried) to me, has giv'n The {till benevolent, unerring will, 


No pow'r like chis, to raife delight, to footh = Of Providence 5 to murmur,is to fin—— 
My foluary moments, and to catch, For, oh! 1 in my error, find my biifs, 
lo charm, the ear, the heart ot her I love! And, tho’ unworthy, lam taught to know, 


Why this partiality ?—fullen, he ceas’d; My jafery is the want of what J wifb'd. 

But Envy, pining in his breaft, ceas’d not 

To break his peace, and banith foft repofe. Thus equally has Providence diftributed her 
A boy had cautious plac’d the limy twig, favours to mankind.—No one has the advan, 
Which he, ah lucklefs! deem’d a feat fecure, tage of fuperior abilities, without being alfo 
He frives, he truggies, flutters, pants, invain! fubjected to difadwantages arifing from them. 
His efforts but entangle him the more, Envy perhaps in the minds of others—Vanity 
Seiz’d by the hand of thoughtlefs tyranny, in his own—Dangers from the fphere of life 
Regardlefs of his pain, he’s quick convey’d to which they may exalt him—while.thofe 
Toagay prifon; glatt’ring feat of woe ! who are not bleffed with fhining parts, ought 
Now black Defpair itrong feizeson his heart; te content themfeives with being more fecure, 
Once more dear Liberty to get, no hope lefs liable to temptation,—Our proper blifs de- 
Alas remains! but, wretched doom! durance pends on what we blame, Yours, &c. 
Eternal! or fame death, from wanton pow'r, CRUPHIOS, 





The following is faid to be the Copy of a Letter written by a Great Man, im- 
mediately on his Divorce, to his Mifire/s. 


Manam, the next poft fhall carry you your fir quar- 
( N the final difference I had with my _ terly payment. 
lady, I conneéted myfelf with you, «* Affiure yourfelf, that nothing fhould in> > ° 
asone, I thought, whoie perfonal and mental duce me to act in this manner but the deter- 
qualifications were fuch, as weuld, in a great mined refolution I have taken, now that it is 
mesfure, alleviate my domeftic misfortunes. in my power, of {peedily entering into chafter 
My expectations, I muft do yon the juflice to connections; and that I am, and ever hall 
fay, were perfcctly anfwered ; and it would be be, with great efteem and friendthip, 
perheps dithcuit even for ill-nature to point Yours, a a oe 
Outa tingle defedt in your truth and unwearied 
aliduity to pleafe me; butas l often told you The following is faid to be the Copy of a Letter 
(parUcularly at our firft interview, that I fhould to a Great Man, written by bis Mifirefs, ig 
Dave ncthing in future tu charge myfelf with) Anfwer to the above. 
iat fuch a courfe of life was unfeemly both 
moral und polisical cherathes, ohd Ghat My very dear Lord, 
but the neceflity could juftify the «* (For I will not—indeed I cannot—reta- 
mealure. I am now to tell you (that obftacle liate your coldnefs) nothing could have fur- 
being removed by the laws) chat all our for-  prifed me more than your letter, It is very 
mer ties are, from this day, at an end. true you did iofinuate on our firft connec- 
“ Thave taken care, my dear friend (for I tion, that it did not totally agree with your 
will now totally throw by the lover) to make _ principles and fituation, as you was then mar- 
that e(ablithment for you, as will make you ried. I admitted every force of this reafoning, 
ely in your circumfances for life, chargeable knowing how, in one of your exalted character, 
ly with this provifo, that your refidence be appearances fhould be fupported : but, my Lord, 
tin thefe ki gedoms; the reft of Furope little did I think when that marriage was dil- 
u your choice; and you have orly to fend folved, and the odium which attended our 
word on your arrival where you are, and conncétions confequently fo, that your affec- 
S 2 tions 
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tiers cobld fo mechanically abete, as in an in- 
fant thus to facrifice the lover to the fordid 
confiderations of intereft or public opinion. 

6« | can readily place your defire Of parting 
with me to the love of variety; but, my Lord, 
Phat ain I to fay to that part of your letter, 
wherein you infift (as I fhail forfeit every 
fdtute claim to your munificence) on my lcav- 
ing thefe kingdoms? Am I to attribute it to 
ghalevolence, Or ill nature? No, my Lord, 
the aétual fuffering of this fevere fentence 
(crue) as it is) fhall not wring from me this 
confefion, I will eall it the lapfe of the 
heart, the fauit of conflitution, or any other 
folter name, that will cover the perfon I hold 
doareit in the world from the unnatural (vet 
too often affdciated ) titles of Seducer and Per- 
fecetor. 

« Miftake me not, my dear Lord, that I 
want to plead a remiffion of this fentence from 
the coaskey of being driven frem my native 
Kingdom (though I think this fhould have an 
effet on your feelings) I urge itona principle 
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as much more refined as it is diftra€ting 5 thae 
of being, for ever, feparated from the Jian, 
not the Lerd, of my choice. : 

‘© Though my pride will not permit me te 
fue for the recovery of a heart, which, J find, 
is fo obftinately detached from mej yet, my 
Lord, fuller me this poor confolationa, to live 
in the fame kingdom with you.—Give me 
fome time to mitigate a’ paffion, you firft in. 
{pired me with ; and though I find I mutt bid 
adieu to the tranfpotts of love, let me hope for 
the calmer delights of friendthip ; and do not, 
at once, overwhelm me with all the agonics 
of pofitive—negleted feparation. 

“ You inform me, tn the clofe of vour 
letter, § of your fpeedily entering into chafter 
conneétions.*—I am refigned !— And may vour 
future lady love like me, but never meet with 
fuch returns !—May every hour of your life 
be brightened by profperity; and may the 
happinefs of your domeftic charaéter ever keep 
pace with your public one, prays 

The unfortunate ————, 
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[Continued from page §1.] 


E plurals follow the Saxon or Teuto- 
nic termination, and end in en: thus, 
ex, inthe plural, makes eerr, This plural 
ts manifeftly derived from the fecond declen- 
fon, wherein words whofe fingular ends in 4, 
form the plural in ar; thus ova in Saxon, in 
the plural, makes ox-7, It is in conformity 
with this reife that hidd makes children in the 
plural: and in this cafe it refembles the Dutch 
pleral, as well ae that of the Saxons, Man 
makes fez, in the plural, in imitation of the 
Sauron, in which languare it was an irregular 
Roun. All the compowrds of rw follow the 
analogy Of the imple noun; thus Patefman 
mekes Matetemen. Wore makes wore, 
which is pronounced as if it: had an ¢ in the 
fir {y!lable; in the Saxon it had, wherein it 
is Written eweomen; and though we have 
@ropped the v, We fil! rétzin the pronuncia- 
tion, Brether has two plurals, both #rorhers 
and brethren ; the firft as tormed acconding to 
the general rule, the latter is partly derived 
from the Baxon, which makes fe of two 
words trexprefs the fingular number, having 
both Aretice dnd tin the Iflandic 
Bradur, Which §s irreputar, forms éra@adur in 
the nominative plu: 1, ond Pra@cre® in the 
dative. 
The follewine plurals are wery 


and tr rr if 


irregular, 


- mga lsr. Ptéral, 

Die ? form § Die 

48 ~ 2 Mice, 
ay it ‘ j t 

¢ & f mak« ? Crtk, 


Siegular. Plural. 
Foot Feet 
Tooth form Teeth 
Penny Pence. 


The reader may be convinced that theé 
plurals are derived trom the Saxon, wherein 


& imoular. Ly ra a 
Mufe Mys 
Lufe Lys 
Toth make < Teth 
Foot Fet 
Gos Ges. 


The plural dice is more irregular in the 
corrupt fpelling than in the found, it might 
have been written dirs, and dyfe is the old 
Englith word for dice, or die, in the fingular, 
Pence is formed from pers, which is a cone 
traction of penses, or pennies. 

Words derived from foreign languages com- 
monly retain the plural termination of the 
language from whence they are derived. Thus 
we fay, 

On cherué and on cherudim, 
Phenomena, radii, beaux. But fome words of 
this kind beth retain theirnative, and acquire 
Fnelith, plurals: thus we meet both with eri 
terions and criteria, medaems and media. The 
word imdex retains both plurals; but they are 
ufed in different fignifications ; when we ufe 
indexes we apply it to a coHedtion of words oF 
fentences frbinined to a book in alphabetical 
order, with the numbers of the page mm which 


they may be found ip the body of the = 





Opt d Eeae ory 






mi 


e 
a 
a 
me 
2 


Meas 
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But when we ufe indices we allure to alge- 


praical quantities. ie 
in a compound word, when the adjective 


js not well incorporated with at, itis eitheult 
to fix the place of the plural number, thus in 
the word-bandful, fome are at a lofs whether 
they fhuuld place the sat the end of the ad- 
iedtive, and sey band-fulls, or at the end of the 
{abfaative, and fay bands- full: but if we con- 
fider that adjeétives have no plural number in 
our language, we fhall eafily fee that the for- 
mer is contrary to grammatical analogy, and 
that bands-ful/ is moft confiftent with pro- 
priety. ; é 
Though in general the difference between 
the fingular and plural numbers are expretied 
either by an addition to the end of the fingular, 
or by another word, yet it fhould be oblerved, 
that fometimes this diftinClion is neglected, 
and that the fingular and plural numbers are 
both the fame. Thus we fay, foeep, bofe, 
peafe, deer ; in both numbers peafe fhould be 
peajen, or peafes: but the cuftom of jormer 
days would not admit them to adopt peales, and 
modern ufe has difcarded peafer’, ang mekes 
ufe of a word which founds like a plural, tho’ 
inreality itis notone, ‘To avoid this inac- 
turacy we might make ufe of pea for the fine 
gulai, and peas tor the plural. Deer indeed 
is derived from the Saxon deor, which is the 
fame likewile in the plural. The words means, 
pains, mews, and billetdoux, may be ranged 
im this clafs; for though they have a plural 
termination, they are ufed in both numbers, 
Thus we find the beft writers ufing the phrafe, 
this means, and thefe means, indifcriminately. 
Dr. Lowru, the learned bifhop of Oxford, 
has endeavoured to explode the ufe of means 
in the fingular, and would recommend mean 
inftead of it; but as this alteration would com- 
monly carry with it the fecondary idea of the 
adjective mean, it would occafion confufion 5 
not toadd, that cuftorn has rendered the pre- 
fent ule of it fo familiar to our ears, that they 
would not eafily admit of the alteration re- 
commended, notwithttanding it is more agree- 
able to the analogy of Grammar. 
_ the words foot, pound, and fifp, are ufed 
in the plural number, though they have a 
plural. Thus we fay, feven {et bigh; but, 
in this cafe, we ufe both thefe words as if 
they made bat one compound word, We fay 
fen pound, not ten pounds, which mode of cx- 
prcition feems to be in imitation of the Saxon 
form, tym puud; for puad is in Saxonof the 
fourth declenfion; and is the fame in the 
-hominative fingular as inthe plural. We fay 
ebundence of fifo, bow many carp? bow many 
tench? Becaute fio is, in that cafe, uled as a 
fpecific name, “A {pecific name comprehends 
the whole ipecies, which cannot be confidered 
but as one, and therefore cannot admit of a 
plural, When the word f/ is therefore uled 
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in this fenfe, it thould not admit a plural ter. 
mination any more than fief), which never ad- 
mits of the plural termination flefoes. 

It ghould here be obferved, that many nouns 
of the fingular number are ufed figuratively, 
that is by means of an edleipfis, as if they were 
plural. Thus Hume writes, “ The queea 
dowager became more averfe to aff alliance 
with a nation, &c.”” which may be made more 
intelligible by filling up the edligfs thu 
** averfe to a// kinds of alliances,” 1 will 
net take upon me to fay, that the original 
fentcace is a meer Scotzicijm; for we may fay 
of the Scotis, as an ingenious author fays of 
the Welch, 

Nam Cambris, fealpere mulcum oft. 

In thismanner we fay, @ thoujune berfe or 
footy meaning a thoufand men who fight on 
foot, or mounted on borfes. In colloquial 
Janguage we fay, they are a good apple; that 
is, a good fpecies of the fruit known by the 
name appl. 

We thould now obferve, that fome words 
have no fingular number; and this is owing 
to the very nature of the things which they 
exprefs; for they either confift of two or more 
paris, or go by pairs, and are, on that ac- 
count, entitled to a plural determination, 
Thus we ufe lungs, afbes, bowels, entrails, 
thanks, wages, bellows, breeches, fciffars, fhears, 
tongs, &c. Words denoting things which 
confit of many parts, are, in the ftriéteft fenfe, 
plurals; as we have faid before with refpect 
to the word afbes; to this we may add, em- 
bers, filings, vitals, batches, cleaths, &c. 

The names of feiences, the names of games 
the names of difeafes; and, in imitation o 
the Greek and Latin, the names of feftivals 
and other ftated times, have no fingular ter- 
mination. Thus we fay, ethics, mathematics, 
the belles lettres; billiards, fives ; the meafles, 
byfrerics, glanders ; annals, calends, nones ides, 
matins, orgies, vefpers, &c. To thefe we may 
add the names of plants, grains, oats, ma/- 
lows ; but mut except poppy, nerile, lilly, 
colewort, cabbage, &ec. 

We have generally recourfe to a periphrafis 
to exprefs the fingular number of th: fe nouns 
which have only a plural termination, Thus 
we fay, one of the annals, one of the grains, 
one of the pleiades. 

On the other hand, it fhould be remarked, 
that there are a great variety of words which 
have no plural termination, which may be 
reduced to the following clafles :, the names of 
metals, as gold, filver, &c. for in all lane 
sinaee inseilt names, confidered as fuch, are 
fingular ; and go/d is the name of a fpecies. 
The names of virtues, vices, and mental gua- 
lities, feldom have any plurals, unlefs the lat- 
ter fignify particular a€ts, and not the general 
habit. To thefe we may add the names of 
molt Lerbs, as graft, marjoram, parflcy, faze, 
Ditit, 
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seine, excepting thefe words already men- addition of a noun in the plural; as feveral 
tioned. The names of the feveral fpecies of _ of wine, on, &c. Prope ‘r names, being 
éora at t pulle bave no pleral, * wheat, rye, a} phied to individuals, cannot admit of a 
barley, darnel; and here we muft except the pévra/ number, unlefs they are ufed as appel. 
s word bear, which +e hears. Pread, Wine, lativer, and then they afflume the na ture of 


ew 








eveel, beer, ale, borey, orl, m h, butter, want appellatives thus we fav, the Mariboron, vbs, . 

the plural ; but when etther of th fe are ufed the Aicranders, the Helens, when we wot 1d 

to fienify different forts, thev are fometimes comprehend ail thofe perfons, who are en. 

ufed in the plural, asteines, os; thoughthrs dued with the fame qual) ties, as he had te 2 

might be better expreiied by a periphrafis, or whom the proper name originally belonged. Pe 
§ 


To the Enirors of th OXFORD MAGAZINE 


Sh T calamity is more or lefsthe por- their union, the goodnefs of her underftand- 


ston of , 18 molt inconteftible; ing, no lefs than the goodnefs of her heart, 


bot T will be bold to atirm, that pafion and contributing to lead him into the ag greeable 
prefudice, trifling errors, and perverfenefs of error. . 
, ; © of ninety-nine The lady’ s pride was grievoufly hurt, the 


evils out of a hendred, that a@tually reach us. had — fenfibility fecres/y to fub. 
Rut, run upported by = fcril both to the juftice and delicacy of the 
FICK tO pI , give me leave to reouKke 5 ah her oftended pride muft be ap- 
pel V f afamily, | peated, and a change of conduct, the apparent 
pave the misfos ted to, andmay)refult ef nee own inclination, not the timid 
R t be of umiver lity. spring ufoancly authority. She drefied, 
At a lor ; n Ci fterfhire, fhe viii ' on, until fhe w as info: med, that 
pelauons this hufband fought that confo'ation abroad, 3 
‘ - ¢ tty fuitable to fhe had denied him at home, and had fatally 
himf ii ace, for a attached himfelf to an entertaining, though 








re is, 4 hy, neighbour 
Fame | ccomphifked, Phe thady flew out a fecond time, with as 
rad her | ’ ly little judgement as fhe had exercifed, on re- 
My relation was | inded by his ceiving her hufband’s fudicious remonftrances, 
friends, that he! ny on the woreng drew perfonal comparifons by way of reflees 


fi2e was a das (parity, ij that per- tion on his tafte. Yet, in order to reclaim 
ys the earl f that bloom, he then him from aS , condefcended to renounce 
fefled fo pl sfeht, michtinfene wh r had occafioned it; but her renun- 
f roduce @ a of aficetion his part, ciation was made too late. The die was caft, 
and all the mifcs reeled achment the attachment formed, and fhe, doomed in 
os her: her turn, te experience the infelicity of a 





Mv relation wast *, confeqnently had  folitary home, and a defprfed attention. 
? * to ) ‘ bady | ; and refentment are great en mics te 
was im dows Hltewtts, 3 eoeeted ven the fineft face; no fottnefs in her eye, 
for other idcas tt to her no beaety on her <r feh ; the huiband avoided 
avimation,. : rr { is, and encounterng what was fo utterly unpleafing 5 


r te! , ind as if 1s much pir te to {ubdue, than re- 
| leétions in the heart, diffipation feemed 
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. i him the Jofs of dometftie 
! called t itv. 

: him fre tuchtiy irom . bh TOU! at his ‘ihe lady endecavowred to footh her mclan- 

/ return, thet | her pa ring. or choly hours with books 5 a very unhappy ex- 

| fehing, for fume ] rethod of killing pedient, unlefs under the happieft regulation, 

the cafu.ne « . J fain ex; refé Amefement her only view } romantic pro- 

' hich, bos how ( , and his Tudétions we the fi od the fixed on, and as 

| ‘ gums cither a v" i 1 y ora fhe ti met with the marvwel/ows in abune 

{ é dance, fhe at tength perfuaded herfelf, that 

Pwiad tn anes » } ny tha {}; WwW. the mot! injured, wretched, am hee 

ate ternys, t roic of women; that, with fuch an uncer 

me. ‘ cpactations ; » a flanding (not to fay a word of her perfonal 

‘ a regulator « , fperfections) the fate the had incurred was as 

} hatiered himfel: Lic should unin unprecedented as barbarous, and that « wag 
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‘feit all pret eni 


Pafion ana Prejudice the 


1, ‘ » have - 
sous in her not to have a 
ani} ‘peakably. meritorto agree 
fib to reduce hericlf to the moft criminal 
banda d, and, from motives of revenge, for- 
ns to decency and principle. 
Her mother was, indeed, her on! , confid lant, 


having pa Ged her own days free from 


who, ie ra 
romance, could only weep over her ut ifor- 
tunate child, unable as fhe was to point out a 
remedy. 


The hufband, however, at this period 1, dif- 
miftrefs’s real di ifpofition to be 
mercenary, was inconcelvably 
difgutted, and in proportion as his affeétion 
for her declined, his wife refumed her empire 
sn iris heart. He now recolle&ted ten thou- 
{and inftances of delicacy, fweetnefs, and dil- 
interettedmefs in her conduét, and execrated 
the moment in which he fell from his in- 
tegrity-—imputed her altered looks to the 
cruclty of his behaviour, and vowed to devote 
his whole remaining life to repair a countc- 
nance, and reftore peace to a mind, that had 
been once {> Gear to bim. 

in this biefied humour of contrition did he 
enter his wife's apartment, but it we no more 
than fhe had expected; and the dignity uf 
Romance forbad her receiving his Git overture 
towards a reconciliation too gracioufly! fhe 
Wierefore, with more eloquence than wifdom, 
recapitulated the paft, and prefcribed rules for 
the future; and having fettied the preliminae 
ries to her fatisfa€tion, refolved to fink by de- 
grees into her proper character. 

The hufband, neverthelefs, adhering to his 
refolution, foon beheld with delight fome re- 
a traces of that vivacity which had been 

1 him the original charm: but, however 

: eftablithed their amity, it was not without 
its Hitt allays.—The lady would prote{s an 
attention for her mother, fhe would not con- 
defcead to evince for her hufband; and as he 
telt the wound, he felt alfo fome remote whif- 
perings of his own defervings; for, though 
Newas true he had been culpable, it was no 
kis trwe that his repentance was fincere and 

UA mt and, morever, that every atone- 
meat in his power had been made ; and, to 

ompleat at the whole, his lady was ever torment- 
ing him with abfurd and ill-natured tranila- 
to: s of the {miles or frowns which occafion- 
aly Operated on his afpedt. 

Under this une ify predicament at home, he 
was moft unfortunatel, a ‘d upon to atte nd 
a lovely Tiat afew mules « tance *\ who was 
wa ngeroufly afflicted with a quinf fey. 

Th IS girl and himfelt bad been play-f jlows 
ine “icirinfancy, were fiftes s children, and ¢ 
ae 0 atm: & cordialitv for each other. 
a one fay by what avenue guilt m y 
hot ttealon the rded foul, In the courfe 
“ Mis vikts he became infer fibly attached to 


, 


“*r5 told her the flory, from firit to ludt, of his 


= E' 


covering his 


treacherous and 


r 


euneuas 
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‘nts, and was abundantly foothee 
by her compafhonate fympathy. 

As change of fituation was preferibed to per- 
fect her recovery, he had no difficulty in pre- 
vailing on his wife to invite her to his houfe, 
where the remained for a timein full poffeffion 
of his efteem and confidence, nor had he 
once conceived a difhonourable with refpeét- 
ing her. 

But his /ady wife faw things through a very 
different medium, the moft common atten- 
trons of civ ility to her vifitor, were confidered 
as fo many flights to herici; the drew her 
mother to her party, brow-beat her hufband, 

infulted his fuppofed favourite, end in the end 
produced the evil fhe had fo much appre 

hended, and which a proper behaviour would 
in all probability have prevented. 

The young creature’s. fortune, though gen- 
teel, by not being in her own power, expoicd 
her to great mifery. When the confequence 
of her guilt compelled her to feck a hiding 
place, her little pittance exhautted, and on the 
eve of an alarming extremity, the cutrageoujly 
virtuous wife of her partner in indignity, by 
intercepting her letters, added the excruciating 
idea that fhe was totally abandoned: but her 
neceflities reaching his knowledge, by an ac- 
cidental means, he threw off ail rettraint 5 
the inhumanity of virtue being more odious to 
him than the utmoft deformity of vice, he 
fupported, proteéted, and watched over her, 
till her hour of diftrefs was no more; and 
when reftored to health, publicly perfevered 
in the guilty connexion. 

A couple of years had, however, barely 
elapfed, before he was feized with another fit 
of penitence; but his lady, that fhe might be 
confiftent, had not failed in the intermediate 
time to fix an everlafting barrier between 
them.—Convinced of this folly, the blameable- 
nefs of her proceedings, and from that con- 
vidtion, finding reflection paintul, as her laft 
refource, contracted a habit of perpetual 
ebriety, 

The occafion of the gentleman's fecond peni- 
tential impulte, was indecd a fulemnone. His 
deluded mittrefs received intelligence, that her 
once beloved mother was not only expiring, 
but expiring of a broken heart on her account. 

Nature inftantly prevailed over every other 
pec ‘on—fhe 4 nfifted on her feducer’s ac- 

ympanying her to the melancholy manfion, 
w whine in an agony of remorte, defpair, and 

felt-abho rence, “fhe caft herfelf on her rome 
by the bed of de ith, and befoug) nt furgivene 

The mother died before the svoman jem 
not tendernefs, 

alth and A peaci , and though on the verge of 
demanded qualitica- 
foul, if we would expe 
vitternefs Of rodeninmes 


had been the bane of her 


ai Ci tern! vy, WwW here the 
tion is a mercifel 


: , 
riénce mierev, th 
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rye poficfied her, and her laft indication 
of fenfe, was an indication of curfing her 


kneel: - chud. 
The cfic& was, notw ithianding, ab lefled 


a execrated, becaufe culpable, child, 
ever after led a life of f@riét repentance, and 
propricty——but nei ther the impre ffion of re- 
pentanice, nor the refolution of propriety, 
were permaacat in her renounced companion’s 
breatt—-his wife was loit to him, and he 
this inftant remains a molt pitiable, yet irre- 
claimable wretch. 

Let me now entreat you to recommend what 
IT have related to the ferious confideration of 
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every fenfible female. Bid them afk their owa 
hearts, how far they may, Or may not, be 
re pa of aéting the fame indifcreet part; 
and bid them remember, that it is not the 
yording actual crimes, that confi; ules pro- 
priety, northe being guilty of a€tual bafenefs, 
that 1s produdtive of the moit extenfive mif. 
chief; to be negligent or perverfe is fre. 
quently to be crnminal 5 tor as a combination of 
atoms form the univeric, fo a combinatiun of 
trivial faults become, at the long run, errors 
of the firit magnitude, and lead on to final 
deitruction, 








ORESTES, 








To his Grace the D— of G j 


My Lorn, 
Have {o “] an opinion of your grace’s 
difeernment, that when the 
Vindication of your Condu& affures us, that 
he writes from his Own mere motion, W ithout 
the leat authority from your grace, I fhould 
be ready enov; bh to believe him, but for one 
fatal mark, which feems to be fixed upon 


ry meafure, in which eituer your’ perfonal 


uthor of the 


or your pot i) character ! concerned. 


Your firtt attempt to fuppert Sir William 
Prodtor ended in the ele€tion of Mr. Wilkes; 


the fecond iniured tuccefs to Mr. Glynn, 
"The extraordinary flep youtook to make Sir 
Jemes Lowther lord paramount of Cumber- 
land, has ruined his intere?t in that county 
for ever, The houfe hit of directors was 


curled with the concurrence of government 5 


ana crven ine miteradvit G——————y COU in 4 
¢icape the misfortune ef your grace’s protec- 


tion. With this uniform expertence before 


us, We are authoriied to fufpect, that when a 
pretended Vii tion of your Principles and 
Coneudt in reality contain the bittercit refiec- 
tions tipohn both, it could not have been 
writicn without your imumediaic dirc&tion and 


afiiRance, The auther, indeed, calls God 
to witnels for him, 
end ia the very terms of an Imth evidence, to 
the be ff of bis brewiledec and bei’ My lord, 
vou thould not encourage theie appeals to 
Heaven. The mows pnace., from whom you 
arc fuppofed to defcend, made fuch frequent 
ule of oe moin his public declarations, that 
at la@ the pe pt af) foune it necelary to ap- 


peal to Heaven intheirturn. Your admini-« 


{ration fh dr rn $ into milanees of 
ecual dittreiz; bev at call how vou remind 
. ‘er ver : 

\ : mucl anfwer for. You 
hawe t xed t} unhappy gentleman to 
ro jaol on t ¢ life, in fprte 
ut Bis pease God infirmaitics, and to hhew us, 


that, as you yourfeif area fingwlar inftance of 
yi outh without {piri t, the man, who defends 
you, is ano lefs remarkable example of age, 
without the benefit of experience. 1 o fu 3 
low fuck a writer minutcly, would, like h 


periods, be a labour without an The 


fubte& too has been already difenfed, and is 


Own 


futneiently underfiood. I canuot help obfery- 
in however, that, when tae parcon of Mac 
Qurk was the principal charge againit you, it 
would have been but a deceat compliment te 
vour grace’s underftanding, te have detended 
you wpon your own principles. What credit 
does a man deferve, who telle | us plainly that 
the facts (ct forth in the king’s proclamation 
were not ne true motives on which the pardon 
was granted, and that he wifhes that thofe 
chirurgical reports, which firtt gore occafiun 
to certain doubts ‘a tile royal breaft, had not 
been Jaid hefore his majetty. Yon fee, my 
lord, that even your friends cannot defend 
your actions without changing your principles, 
nor jultify a deliberate meafure of government, 
without contradi€ting the miain aflertion on 
which it was founded. 

Thec maviclian of Mac Qui irk had reduced 
you to a dilemma, in w Ns ch it was hardly 
pofible for you to reconcile your political in- 
tereft with your duty. You were obliged cither 
to abandon an active, ufefyl partifan, or to 
proteét a félon from 1 publje Juices With 

ur ulual foirit, you preferred your intereft 
nfideration; and with your 
ufual judament, you founded your determi- 
nation upon the nly motives, which fhould 
not have been given to the publte. 

<a: 


‘ Wil 
l Ave frequently ce! nfured iv. Ts Wrilkes’s 


a sct, vet your advocate reproaches me with 

having devoted myfelf to the fervice of feel 
er > par 1. . — e ‘ 

1 You MrACe CaN VCle Alhawtls Ul, tor 


which of Iir. Wilkes’s good qualities y u firit 
honoured him wuth your friendthip, or how 
iVDe it Was OLLUTES yuu dif.ovesesd tno.e bad 


ones 




















) ) } ‘ } 
| e « Ve a 
Lm 
4 wld 1 
x pt rZ% Cc 44 4 7 lhe iP 
Zz 
Lé 


; Zan ? 
2 i , 
| | ¥. 
2 Ve . \ ; 


xy 



































Fale Purfuits after Happine/s. 


of ‘J 

. *? , 
im, at whicn 
Remember, my lord, that you 
conti! ued your connett on with Mr, Vilkes 
long after ‘he had been convicted of thole 
h you have fince taken pains to 

the blacke(t colours of blafpé emy 


ees in h it feems vour delicacy 
wies in > > 


was « tend: d . 


crimes which 


reprefent in : 
and treajon. How unlucky is it that the firit 


gard to decorum, is united with the breach of 
; bligation! For my own part, my 
nroud to ifirm, that, if I had been 

to form fuch a friendfhip, I 
iid never have been bafe enough to betray 
But, let Mr. Wilkes’s character be what 
jt may, this at leaft is certain, that, circum- 
flanced as he is, with regard to the public, 
even his vices plead forhim. The people of 
Encland have too much difcernment to fuffer 
race to take advantage of the failing s of 
cter to eflablifh a precedent, by 


initance you have given us of a fcrupulous re- 


-s FF t. ’ r 
ul Wate Cf! 
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which the public Hberty is affeéted, and 
which you may hereafter, with equal eale and 
fatistactiun, employ to the ruin of the beft 
men in the kingdom. Content yourtelf, 
my lord, with the many advantages whicla 
the unfullied purity of vour own charaéter 
has given you over your unhappy deferted 
friend. Avail yourtelf of all the unforg:ving 
prety of the cowrt you live in, and blefs God 
that you are not as other men arc, FX TOR TIO“ 
NERS, UNJUST, ADULTERERS, or even 
as this pupLrican. Ina heart void of feel- 
ing, the laws of honour and gvod faith may 
be violated with impunity, and there you may 
fafely indulge your genius, But the laws of 
England thall not be violated, even by your 
ho!y zeal to opprefs a finner; and though you 
have fucceeced in making him the tool, you 
fhall not make him the victim of your ambi- 
JUNIUS, 


tion. 





FaLtse PursuitTs 


« Take me, crown me, inveit me with the royal wretchednefs ! 
Say rather is it net to be greatly wretched, 


«* Js it to be a queen? 


“ And when Idie, have more to aniwer for than any of my tubjeéts ?”” 


M Y purfuit after happinefs has led me 
tothe manfions of the GREAT, Where 

it would have met me on the 
threthold; tor, furely, they can have no 
wants who are poiletled of riches and honour, 
But, alas! I have found that hereditary bo- 
rours cannot fhicld us trom * the thoutand 
natural fhocks that fActh is heir to,’ ©* or give 
to kings that infinite heart eafe which pri- 
vate men enjov. Thorns will often lurk 
beneath the bed of mayefty, and the heart that 
with the care of millions, will, 


lefs infant, figh ittelf to fleep. 


, 
shrett ‘ 


bike the barn 
In conform ty to the fons ot perver ted [31 ITY, 
withed, that kines might not 
like other men; that 


they micht be deat to the ery ot mercy, de- 


it were to be 


be born woth pathhons 


, ' 
and debarred the 





veid of lial atleétion, 
ts of triendthip, which the meanett pira- 
fant mav enjoy. ‘They muft at once forgive 
f i indivrities, tamelv fubmit to the im 
ra populace, and to compleat the 
nay character (with them) as the tather 
t his people, he fhould even ' ageing 
who him birth, Hard taxes theie 


more grievous to bear than any 
perThament could infir0ét! 


A virtuous mind, unacquainted with friend- 


ee eee —— — ——— 





AFTER IIAPPINESS. 


La y Ja ne GC) “Ve 


fhip, like a genius uncultivated, will, at the 
fame time that it raides our wonder, excite 
our compafhon ; “tis a plant of tender growth 
that both invigorates and meliorates the foul 5 
and though lable to the rude blafis of pafiion, 
yet the funthine ot humanity would revive the 
dying branches, 

Princes, in private education, want many 
advantages : In public fchools, any little pe= 
tulance of temper, or pervertenets of dilpo- 
fition, are eafily removed, through the fhame 
of correction; and, furely, a youth, who has 
been converfant with variety of difpofitions, 
will be able, when he arrives at manhood, 
to form a better judgment of human natur’, 
8 vVirtucs and its vices, than dim whofe ex- 
perience has been confined within a narrower 
circle, Di a tutor or a puordian treats us with 
tenderncis, and tweetens the dull path of in- 
firuction with humour and lenity, f 
fhould hope that our innate principles could 


por ‘f 


not but infpire os with vraritade and fove for 
fo amiable a character; where thefe virtucs 
are refident, we obave happrnets within voor 


rea h ; wher they ire Wanting, we th id 


J > . 
it Hicaven to reflect omy on the th.- 


' 
think 


' 
uw, 


Be Be 
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To the Evirors of the OXFORD MAGAZINE, 


40 Gh i 


EING an inhabitant of Limeboule, Dhave frequent 
neiwhbourhood, and have fent vou a drawine of it 5 


ifeellanv, af it commedes with vour clon, 


glad to fee in vour m 


ether par arsanthe timber-y rg, \ 2.00 nay pl it ably by cA Aung to y¢ ur reader*. 
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srequcnt.y fuken n 


in engraving of which { thould be 
Shave allo t ken neti 


tice ola Saw- NAL in that 
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ties in him, at which it feems your delicacy 
was offended. Remember, my lord, that you 
continued your connettion with Mr, Wilkes 
long after he had been convicted of thole 
crimes which you have fince taken pains to 
reprefent in the blackeft colours of bla/pbemy 
and treafrn. How unlucky is it that the firtt 
initance you have given us of a fcrupulous re- 
ard to decorum, is united with the breach of 
g moral obligation! For my own part, my 
Jord, I am proud to affirm, that, if I had been 
weak enough to form fuch a friendfhip, I 
would never have been bafe enough to betray 
it. But, let Mr. Wilkes’s character be what 
jt may, this at leaft is certain, that, circum- 
ftanced as he is, with regard to the public, 
even his vices plead for him. The people of 
England have too much difcernment to fufter 
your grace to take advantage of the failings of 
a private charaéter to eftablifh a precedent, by 


Falfe Purfuits after Happine/s. 14° 










which the public liberty is affeéted, and 
which you may-hereafter, with equal eafeand 
fatisfaction, employ to the ruin ef the beft 
men in the kingdom. Content yourtelf, 
my lord, with the many advantages which 
the unfullied purity of your own charaéter 
has given you over your unhappy deferted 
friend, Avail yourfelf of all the unforgiving 
piety of the cottrt you live in, and blefs God 
that you are not as other men are, EXTOR TIO= 
NERS, UNJUST, ADULTERERS, or even 
as this puBLICAN. Ina heart void of feel- 
ing, the laws of honour and good faith may 
be violated with impunity, and there you may 
fafely indulge your genius. But the laws of 
England fhall not be violated, even by your 
ho!y zeal to opprefs afinner; and though you 
have fucceeded in making him the toot, you 
fhail not make him the victim of your ambi- 
tion. JUNIUS., 




















Fatse Pursuits AFTER Happiness, 
« Take me, crown me, inveft me with the royal wretchednefs ! 
** Js it to be a queen? Say rather is it net to be greatly w retched, 
“ And when I die, have more to anfwer for than any of my fubjeéts?"* Lady FaneGray. 


Y purfuit after happinefs has led me 
M tothe manfions of the GREAT, where 
i expected it would, have met me on the 
threfhold; for, furely, they can have no 
wants who are poilefled of riches and honour, 
But, alas! I have found that hereditary bo- 
nours cannot fhield us from “ the thoufand 
natural fhocks that flefh is heir to,” ** or give 
to kings that infinite heart eafe which pri- 
vate men enjoy."” Thorns will often lurk 
beneath the bed of majefy, and the heart that 
is opprefled with the care of millions, will, 
like the harmlefs infant, figh itfelf to fleep. 
In conformity to the fons of perwerted liberty, 
it were to be withed, that kings might not 
be born with paffions like other men; that 
they might be deaf to the cry of mercy, de- 
veid of filial affeétion, and debarred the 
{weets of triendthip, which the meanett pca- 
fant may enjoy. ‘They muft at once forgive 
perjonal indignities, tamely fabmit to the in- 
jul's of the populace, and to compleat the 
princely charaSter (with them) as the father 
of his people, he fhould even rebe/ againit 
ber who gave him birth, Hard taxes thefe 
upon rovalty! more grievous to bear than any 
perhament could infir&! 

A virtuous mind, unacquainted with friend- 


























fhip, like a genius uncultivated, will, at the 
fame time that it raifes our wonder, excite 
our compaflion ; ‘tis a plant of tender growth 
that both invigorates and meliorates the foul 5 
and though liable to the rude blafis of paffion, 
yet the funthine of humanity would revive the 
dying branches. 

Princes, in private education, want many 
advantages : In public fchools, any little pe- 
tulance of temper, or perverfenefs of di{po- 
fition, are eafily removed, through the hhame 
of correction; and, furely, a youth, who has 
been converfant with variety of difpofitions, 
will be able, when he arrives at manhood, 
to form a better judgment of human natura, 
its virtucs and its vices, than dim whofe ex- 
perience has been confined within a narrower 
circle. If a tutor or a guardian treats us with 
tenderneis, and fweetens the dull path of in- 
ftruétion with good humour and lenity, I 
fiould hope that our innate principles cooid 
not but infpire os with graritade and love for 
fo amiable a character; where thefe virtucs 
are refident, we shave happinefs within our 
reach; where they are wanting, we fhouid 
think it Heaven to reflect omy on the fha- 


dow. . 
ie he - 





To th Evirors of the OXFORD MAGAZINE, 


} Spee an inhabitant of Limehoufe, I have frequent!y taken notice of a Saw-Mill in that 
neighbourhood, and have fent you a drawing of it; an engraving of which { thould be 
fiad to fee in vour mifcellany, if it conmides w ith vourplan, ? have alfo taken notice cf fome 
ether particulars in the tumber-yard, whch may probably be entering to your readers. 


a id 20, 179. 
Vou. I, 







L. ?,. 
T The 



































held for the City and Liberty o 





[ 146 J 


Fhe Subflance cf a Charge deliwered to the Grand Fury at the laff Quarter Seffen, 
Wefiminfter, at Guildhall, by Sir ohn Fielding, 


Kwight, Chairman of the faid Sefsn. Taken by a Gentleman prefent. 


Gentlemen of the Grand ‘Jury, 

HE intitution of that important office 

which your country now calls upon you 
ep execute, is fo ancient in itigif, has been fo 
aften and fo ably explained, is fo generally 
wnderftood, and its advantages to the fubject 
are fo univerially felt throughout this king- 
dom, that it would be unpardonable in mc to 
take up any of your time on that fubject; but 
as fome errors have moft unaccountably crept 
into the method of exccuting this office, J 
thall take the liberty to point out thofe, which 
I think both have been, and may ftill be, in- 
furious to the liberty and reputation of his 
majefty’s fubjects. 

And the firft error I fthall mention, is an 
opinion that has been received by fome grand 
juries, that flight and probable evidence is 
fufticient to warrant the finding of a bill of 
indi€tment, end thereby to put the party on 
his trial, leaving the merits to be more par- 
ticularly enquired into by the petty jury ; this 
Bs diredtly oppofite to the opinions of the ableft 
tiwyers, and is an open violation of the laws 
of reafon and humanity. The moft approved 
hawyers tell you, that the fame degree of evi- 
dence is neceffary to warrant a grand jury to 
find a bill of indi€tment, as would juftify a 
petty jury to find a verdict againft the pri- 
foner ; and if the party injured, together with 
higwitnefics, cannot make out fuch a clear 
cafe to you, as will convince you of the gunit 
of the party charged, where they run no rifk 
Of contradi@ion, how unreafenable it is to 
think, that they will be able to convince the 
petty jury, wlicn the fuppofed offender has 
an opportunity of making his defence’? And, 
how thocking is to humpnity, to fee an inno- 
cent perfon brought to his trial for an offence 
without almoft any evidence to fupport the 
charge? Jf you will remember that in crimi- 
ra) cafes, it is almoft as difgraceful to be tried, 
& it is tobe conviéted. On thete confidera- 
tions, therefore, you ought to be extremely 
earcful, that no febject thould be broueht to 
the fhame of a trial, where there is not fub- 
ftantial evidence to prove the offence. 

Another great crtor, gentiemer, in execut- 
ing this office, is the fuffering thofe witnefles 
which you have examined, to converfe with 
ether witnefies on the fame bill, which have 
not been examined; by this means you are 
frequenuy impofd on, juftice is defeated, and 
felf-intereft or malice fapplics her place; to 
avoid this, you would do well when you re- 
ceive 9 bill, to call in all the witnefles that 
arc upon the back of it, deliver them into 


© While vou read the remainder of this charge 


if ¢ne of his Majefty’s Juftices of the Peace, 


the care of the door-keeper, with dircétions 
to keep them together in the witnefs-room, 
which is at your door: and as faft as they are 
examined, let the door-keeper make them rc) 
down ftairs: I mention this method thus ex. 
actly, becaufe it has been found of great ufe 
in this court, in the inveftigation of truth; 
to diicover which, you cannot take too much 
pains, as by your oath you are enjoined to pre- 
fent the truth, and nothing but the truth, 
Having faid thus much concerning the ex. 
ecution of your office, I fhall beg leave to 
make a few obfervations on the offences, 
which from the Goaler’s Calendar may pro- 
bably be fubjeét tu your enquiry, and thefe 
are frauds, felonies, and riots. By the 3oth 
of George IT, a provifion is made for thé 
punifhment for fuch cheats as obtain the goods 
Of tradeimen and other perfons, by falfe pre- 
tences, with an intention to defraud. To 
punith fuch oftenders, therefore, it ought to 
be proved to your fatisfaction, that the goods 
were really obtained by falfe pretences, and 
with an intention to defraud the perfon out of 
them ought to be evidenced, otherwife it 
would be mere matter of credit, and not in- 
dittable. As to felonies they are charges of 
a feriows nature, and like an infeétion de- 
ftroying the charaéter of the perfon it touches, 
The defcription of theft is, that it fhould be 
done forceably or privately, but with a felo- 
nious mind, otherwife it is no more than a 
trefpafs. * The laft offence 1 mean to fpeak 
of 1s Riots, the beft defcription of which in 
the law books, is when three or more are ga- 
thered together in a riotous and tumultuous 
manner; to the terror of the inhabitants, and 
commit fome unlawtul act. ‘The word Li- 
berty is in the mouth of every Englifhman, 
and in order to know whether it be in his 
heart alfo, and whether he has a juft and be- 
coming fenfe of this great privilege, examine 
well if he fear God, honour the king, and 
be obedient to the law ; if he fai) in either of 
thefe, he muft be an hypocrite, 2 mock pa- 
triot, and a libertine; a true Engliftman 
knows that his perfon or property cannot be 
injured with impunity, if he flics to the lows 
of his country for redrefs; but he that takes 
the law into his own hand, and commits riots 
Yo obtain juftice, is no longer an Englifhman 
but a rebel, What fort of Enelifhmen mutt 
thofe be who meet in a riotous and tumultuous 
manner in our ftreets, and without provoca+ 
cation, beat and wound inoffenfive paffengers, 
and break the windows of quiet inhabitants? 
What fort of Englithmen mutt thofe be, whe 


vou muft nut forget that Sir John Fielding 


hearing 








earing what a refpeftable body of fubjects 
were moving towards the beit of kings, to 
give him teftimony of their love and loyalty, 
fhould not only prefume in the moft riotous, 
infolent, and abandoned manner, attempt to 
intercept this duty from the throne, by beat- 
ing, wounding, and otherwile infulting fome 
of the principal merchants of this kingdom? 
And what fhall we fay of Englishmen, who 
thal! dare to carry thefe riots to the very palace 
gates of our beloved monarch, whofe private 
virtues claim the univerfal love and efteem of 
mankind, and whofe public virtues in the fup- 
port of our laws, and of the rights and liber- 
ties of the fubjeét, ought to rivet our hearts to 
his fervice, and to infpire us with fuch loy- 
alty as mutt raife univerfal indignation in the 
breaft of every Englifhman, at the very fhadow 
of an intention to give offence, where fo 
much love, loyalty, and refpeét, are fo juftly 
duc? lf any complaint againft offenders of 


Remarkable Advertifements, &Fe. 
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this catt thould be exhibited before you, I 
doubt not but you will lend every affiftance 
within the power of your confciences to bring 
them to condign punifhment. 

Gentlemen of the Common Fury, 

A conftable is an ancient conftitutional 
officer, and has ever been of great confequence 
to this country in preferving the public peace. 
In Wefiminiter “tis an office of the higheft 
importance; they are eighty in number, and 
each has a ward committed to his charge; in 
this little jurifdiction he is the confervator of 
the peace ; hut whenever any public difturb- 
ance arifes, cither in fires or mots, he is im- 
mediately to repair thither, without being 
called upon by a magiftrate, and to ufe his 
endgayours to preferve the peace; firit, by 
perfuafions, and if that fail, by apprehending 
thofe who commit offences ; and at this time 
tis your particular duty to attend on thefe oc- 
cafions, 





REMARKABLE ADVERTISEMENTS, &c. 


ON Wednefday laft as his majefty was walk- 

ing in Richmond Gardens he difcovered 
a thruth’s neft, which he took with his ows 
hands, and carried them to the lodge at that 
place, London Evening, April 1. 


By Defire of feveral Perfons of DiftinEion. 
FOR THE 
BENEFIT of aDISTRESSED MINISTRY, 
At the Theatre in Brentford, 
On Thurfday the 13th of April, 
Will be performed 


A Traci-Comic Farcr, called 


SHE BEL S&S ¢€&,.B..8:@;&; 
Being the fourth Time this Seafon, 
Colon] BULLY, 


(with a Song in Chara&er) by Mr, L—, 
Being his ¥irft Appearance on that Stage. 

LIBERTY, by Mr. T——D. 

B. This Charaéter was to be performed by 
a Gentleman in the King’s Bench, who is 
engaged with Company at home on that 
Day, and therefore cannot attend. 

Drawecanfir, by Mr. R——. 
Freeman, by Mr. S—B—GE. 
Kiil’ mm, by Mr. GLYSTER. 
Metlengers, Pimps, Spies, éc. 
The PROLOGUE will be fpoken by a 
CLERGYMAN in a White Sheet, 
4 In the Chara@ter of CLARKE'’s Ghott. 
The Candle: will be fnufted by Mr. O’ Dingle, 





ar 
ome 


will be allowed to fell Oranges during 
Performance; and the Stage fwept by 
‘ral Gentlemen incog, who have kindly 

d th liftance tor that purpofe, 

End of the firft Act, Mr. Sroneyfift will 
Harapipe on the Salt-Box, which 


~~ -_— 


‘ at 
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will be danced by Mr. O°Dingie, in the 
Character of a Miller, 
To which, dy Defire, will be added, 
An Entertainment, under the Direétion 
of Mr, T-———AM, called 
KILLING no MURDER, 
Being the Second Time of Performance. 
The Principal Parts by 
Mr, L—, B—F, M‘Q-=K, and others, 

With feveral Entertainments of Hopping, Dan- 
cing, and Tumbliag, as will be exprefied in 
the Bills of the Day. 

With a Funeral Proceffion, in Imitation of 
that in Romeo and Juliet, in which an 
Anthem will be performed by Ten Surgeons 
rom the Old Bailey, fet. to Mufic by Mr, 
FOOT ; and aftrrwards The dead March in 
Saul. 

To couclude with an BPILOGUE, wrote 

by Lord R————-D, 
And {poke by Mr. BD, 
In the Charaéter of An Examining Surgeon. 


Vivant REX & REGINA. 
[Craft(man.] 


A Difpute between two loyal Citizens. 
Q’ OTH Charles to Tom, you cannot but 


confefs . 

My merit is the moft:—you can’t compare 

Your Petticoat and Boot with my Addrefs:— 

J fought the mob, fays Tom, you did not darc. 
London Evening, April. 


HURSDAY came. on at the Sheriff's 
Court, Guildhall, a remarkable trial be- 
tween a filk-broker of this city, plaintift , and 
a filk-throwfter of Spitalficlds, dafx #20 *, for 
T 2 eas 
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the latter kicking the former on the Royal 
“Exchange; atter a fall hearing, the court 
gave the plaintifi one guinea damages for three 
kicks, being exactly feven fhillings a kick; 
after which the defendant humoroufly oficred 
the fame price for a few more, w hich, after 
fome debate, was refuled. The council for 
the plaintitt (being all there was) argued long 
and Jearnedly on the nature ani confequence of 
a kick—juftly obferving, tho’ it was given 
bebind, in the moft flethy part, that it was 
neverthelefs more dangerous than a flap an 
the face. ‘The broker was called to thew his 
marks, but did not think proper to make his 
appearance. Ledger, April 8. 


A*® Englifh Gentleman obferving a few 

nights ago at Mrs, Cornely's, that the 
people of this country were, in general, the 
very Oppofite to tin peut le of France, a French 
joan cl quauty, wi ly whom he was converfing, 
that is very true, for with us no 


es 


rephed, 
j cople are in Gifgrace, bu thole turned out of 
cmployment, and with you no body is con- 
temptible tut thofe turred | , 


places. Tbid. 


} T is confidently rey otted, that while a cer- 
tain party of fer tiemen were affembled to- 
' the: » ba orcer to cont It about vind iting 
themie!ves againtt Mr. Foor’s Ap; eal, the 
Ghoft of Mr. Clarke apm d, and behaved 
in a moft gr and ulting manner tothe 
whole commit‘ . hi hfot rrified them ali, 
that th 5 have been very il ever fince, and it 
is ihowgbt | mie I] not recover. Fvery me. 
tod MMA Pi was uf-d te pret } im out of 
the room, but v) a (more reco- 
vere? from |! righ? tl the reft of his fa- 
gic s brethren) made f t to fend for 
Yralle 1M 2, a f s Who 
accord gly arr ’ t te nutes, 
ni fooner had t enter dthe room, but d 
Ghof dilarp ling, as ] imagine, 
the fate of ; he inifhiman in 
al {< ndt Ttit t \ 1 T 7! hoft ] y 
tink of | . a f entlemen 
ae determin ‘ cretaric 
om Stote, for t ' 
rt ' a 
frou bh hen t ce 
fiture, | ‘ ‘ e 
Public, t iets 
j nm, « ; feof wh was 
ecvcetlive t cath w el 
‘ . - 
VATE ‘ 
.y ree , 
4 ; 
C Ses ry 
‘ ! . t i ' 





Remarkable Advertifements, Ge. 





more weighty and conclufive, than thofef 
any other crown lawyer. 


Middlefex Journal, April 18. 


WHEREAS there are fome good fort of 

ladies, whofe fituation is fuch, that they 
cannot marry, without lofing their dowry, or 
annual income, or fume other inconvenience; 
the advertifer, being a thorough woman's man, 
qualified to fympathife in fuch a cafe, would 
be glad to meet with an agreeable lady, from 
twenty-five to forty years of age, who would 
like a true and faithful partner for life, that 
flatters himfelf his bufinefs, perfon, and con- 
nections, will prove fatisfactory: his age is 
between thirty and fortv, and has no objec. 
tion to a maiden lady of {mall or tolerable in- 
dependant fortune: the moft inviolable ho- 
nour and fecrecy will be observed, but no cue 
riofity anfwered, without feeing the real prin- 
cipal, who, by appointing a time and place 
for an interview, fhall be duly waited upon, 
Dire&t for T. T. to be left with Mr. Valef- 
cure, Engraver, at the Royal-Exchange, This 
is really pieant for mutual advantage. 


Gazettee ’ Apr il 15. 


]F the gentleman who overtook a lady on 

Turiday the rith of O€tober Jatt, crofling 
Roffel-Street, Covent-Garden, returning from 
Drury-Lane Plavhoufe, where fhe had in vain 
attempted to get in, in erder to obtain a fight 
of the king Denmark, and was fo obliging as 
to attend her home, where he ftaid fome tame, 
will call on the above lady, he may hear of 


fomething that may not prove ¢ifadvantageoug 
i j 


to kim. Daily Advertiser, April 1q. 

‘ H “FIE Coa entry Addrefs having caufed much 
talk, onaccount of their compliments to 

the Gentlemen Supporters of the Bill ef Rights, 

t followine two anecdotes may jerve to thew, 

that this is not the firft time that loyal corpo- 

n hath made a figure in add offes. 


When eueen Lhzabeth, in her progrefs 
through the kingdom, called at Coventry, the 
! r, altended by the aldermen, addrefied 

tty in rhyme, in the following words: 
We men of Coventry, 
re very glad to fee 
Your royal majeily: 
Ci Lord, how tair vou be! 
r majeily returned the followe 

} 2: iiacti 

Mv reval majefy 

Is v cd to fee 

+ wee C . 

‘ 1 ler what le ye be! 
, cdote is, thatin a fe nd tour 
' bor ; the defeat of the 
h Armaca. the « Is the afvrefad 

city aa er vil. Mr. May: , on her mae 


yclty ’ 











among other particulars, 


departure, ! 
faid, * When the king of Spain attacked your 


. fiy’s 


maiefly, egad, he took the wrong fow by the 
var.” ‘The queen could not help frmiing at 
the man’s fimplicity, which was further 
heightened, when he begged to have the ho- 
nour to attend the queen as far as the gallows, 
which ftood about a mile out of the town. 


Gazetter, April 19. 


A Gentleman in a certain coffce-houfe ex- 

prefled his aftonifhment that the m y 

fhould obtain a pardon for M‘Quirk, when it 

js wniverfally known and acknowledged, that 

the faid M‘Quirk had a defign upon the crown, 
Middlefex Fournal, April 20. 





A Irithman, fpeaking of the perfons who 


attended Mr. Lutterell to Brentford at 
the eleétion, faid, “ That he himfelf counted 
at leaft 200 frecholders who had no right to 
wote.” Ibid. 
W E are informed, that a new fpecies of 

arithmetic, unknown to our anceftors, 
called rhe Rule of Three rewerfe, will fhortly 
be introduced into all fchools and feminaries 
of learning, at the public expence, for the 
benefit of the rifing generation; by which ruie 
296 will be proved to be fuperior to 3343. 

Craft; man, Ap if 20. 
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Who departed this N———, April 14, 1769) 


An Evirarn er Loy, 


after a lingering Ilinefs of Six Years, at 
rentford in Middlefex, where foe bad been 
feveral Times for the Recovery ef ber Healthe 
HERE lie the Remains of 
ConsTituTionat L——— y, 
Who was the Birthright of 
Every Englifhman, 
Above Five Hundred Years ; 
Her untimely End was 
Occafioned by a Wound 
She firft receiv'd in F——e, 
By fome of her perjur'd Sons, 
Whom hhe had appointed 
As her Guardians,— 
The worthy Offspring the 
Left behind to bewail 
Her Lofs! In Memory 
Of the many Virtues 
She poflefs'd when living ; 
And the Bleflings the always 
Beftow'd on her Votaries, 
Have erected this Monument, 
That After-Ages may fee, 
How much her Death was lamented + 
In her expiring Pangs, fhe was 
Heard emphatically to utter, 
MacnaCwartaandtheBirrofRionts, 
CATO. 
N.B. The Funeral Sermon by Mr, H—e. 
Ledger, April 20, 


: 





ee ee 
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PROLOGUE, fpoken by bis prefent Mayjefly 
at the Reprefentation of Cato at Leicefter- 
Houje, on Wednefday, Fan. a, 17495 be- 
fore their Royal Highneffes the late Prince of 
Wales, the Princefs, and a numerous Court of 
the Nobility, 

T° {peak with freedom, dignity and eafe, 

To learn thofe arts, which may here- 
after pleafe, 

Wile authors fay, let youth, in earlieft age, 

Rehearfe the Poet’s labour on the flage: 

Nay more! a nobler end is ftill behind, 

The Poet's labours elevate the mind ; 

Teach our young hearts with gen’rous fire to 

burn, 

And feel the virtuous fentiments we learn. 

T’ attain thefe glorious ends, what play fofit 
As that, where all the pow’rs of human wit 
Combine, to dignify great Cato’s name, 

To deck his tomb, and confecrate his fame ? 


— 


L .E.S 5S A es 


Where Liberty—O ! name for ever dear! 
Breathes forth in ev’ry line, and bids us fear 
Nor pains, nor death, to guard our facred lawe, 
But bravely perith in our country’s caufe : 
Patriots indeed! nor why that a HAM by 
Thro’ ev'ry time and flation ftill the fame. 
Should this fuperior to my years be thought, 
Know—'tis the FIRST GREAT Lesson I 
was * taught. 
What, tho’ a hoy ! it may with pride be faid, 
A boy in England born, in England bred ; 
Where Freepom well becomes the ecarliet 
ftate, 
For there the rove of Liner Ty's innate ; 
Yet more—before my eyes thofe heroes and, 
Whom the Great Wittiam brought to 
blefs this land ; 
To guard with pious care that gen'rous plap 
Of power well-bounded—which nz riestr 
BEGAN. 


* Vide his late Royal Highnefs the Prince of Wales's anfwer to the addrefs of the Lord 
vor, Aldermen, &c. of the city of London, on the birth of his prefent Majefty (fee the 
former part of this number, page 127.) at the conclufion of which his Highnefs declared, that 
it hhould be his conftamt care to infiru@ bim that TRUE LOYALTY can only be the refult of 
LiBERTyY," 
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- while my great forefathers fire my mind, 
The friends | the joy! the crory of man- 
kind ! 
Can I forget that there is on ® more dear? 
But ux is prefent—and | mutt forbear. 


A CIRCULAR LETTER. 
To » &e. 
GENTLEMEN, 
Wwe having infring’d on your freedom and 


laws, [caufe, 
In crufhing that r——! J—W—s and his 
Our deeds are fo dirty, and characters black, 
That our meafures have brought the whole 
realm on our back, 
Weare almoft got out of his m——’s graces, 
And in imminent danger of lofing our places ; 
Therefore your affiftance we hambly implore 
To fpeak a good word—we defire no more. 
You know, Sirs, how fhamefully we have 
been us'd, 
And by even the populace fcoft’d and abus'd ; 
And for what ?—but for acting like fenfible 
creatures, 
For falf-preferyation’s the firt law of nature's, 
If people in pow'r are the {port of each dunce, 
‘There's an end of all order and ruling at once. 
Spppofing we did, what no honett man wou'd, 
We only were aétine—for national good ; 
‘Co fupprefs a fedition, for better for worfe, 
Isa mafterly work, and required great force; 
Efpecially when on their fide they've the laws, 
Ad can prove that they flir ina national caufe. 
What a rout did they make when we pardon’d 
Nac Q——k, 
When it only was done as a char’table work ; 
Yet how vile "twas mifcontru’d, you know, 
Sirs—for faith 
Iiumanity would not confent to his death ! 
As orobbing the public, and bribingthe...., 
We d not repent civing one fingle foufe : 
We muft act at will, tho’ we bribe great and 
fmall, 
Or elfe pray what fignifies a¢ting at all ? 
bt we're ty'd to mere law, and no liberty rob, 
You as webl may confent to be rul'd by a mob, 
f.s to what other fcandal againit us is thrown, 
yas anfwer'd at once by thefe reafons alone. 
But to W——— lets return, He's a plague 
to the nation ; | ation ; 
He's a thorn in.our fides, and a grievous vex- 
bic’s a toc to our government, and in a nonce 
Would oerfet ll topfey-turvy at once. 
Alreads be has trighten'd us out of our reafon, 
And (as we tell the....) nil’d the nation 





with treafon. 
To prevent fuch a terrible thocking mif- 
cha; ce, 
Por God's fake refelve an addrefs to advance; 
Fartho’ you dented it before, nay, did Aout it, 
Yet the nation, va ice, wen t bc ealy with. 
Cull, 
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An addrefs from this great corporation woulg 
ne [fiend, 
All difputes, and fecure us from that wicked 
Who under pretences of ferving the nation, 
Will never be eafy till we quit our ftation, 
For God's fake addrefs the next time that you fit, 
Or elfe we muft make room for T— and P—; 
But we hope you've more grace than to with 
they were in, [it a pin; 
*Tis for your fakes we {fpeak—we don’t mind 
Our wages we fcorn—for depend on our word, 
We'd remain in our pofts without fee or reward ; 
But to break an old rule, you know, is not 
the thing, 
Let’s be juft to well as the.... 
Now we've many addreffes already engrofs'd, 
You fhall have that which lathes the W—ites 
the moft ; 
We would not give a farthing ta have anaddrefg 
Which your hatred for W———<loes not warmly 
exprefs. 
We beg you won’t mind being jefted by bards, 
As for mobs—you thal! have the third regi- 
ment of g——ds. 
If your coaches are broke—if the mob make 
you quirk, 
A thoufand a day, come, is pretty good work '— 
But if you're afraid to come up in proceffion, 
Give us the addre{fs, and we'll make inter- 
ceflion ; 
Only grantan addrefs, forif that wecan’t gain, 
Our caufe muft be crufh’d, and our combat is 


vain; 
And the people of England with juftice may 
fcoff, [off.”* 


“¢ That fuch infamous —«s, were never turn'd 


The POLITICAL SCAPE-GOAT, 
An Epiftle to Sir William Draper. 
OW’ sthis?—The learn'd SirWilliamDra- 
A fribbler in a public paper! [ por 

Think of your knight-hood—fie for thame ! 

Why did you thus expofe your name? 

Not but I own, I'm pleas’d as can be, 

To fee your zeal fer honeft Granby ; 

But Junius faid things fo unhandfome 

About that curs'd Manil/a ranfom ; 

Which at the laft he put an end to 

With fuch a ftinging inuendo ; 

That you, Sir Knight, car'd not a foufe 

But, {nug, retir’d to Clifton-houfe, 

Could royal bounty cut and carve, 

And let your fellow-foldiers ftarve 3 

Rrave veterans left in vain to pray 

For fcanty prize or fcantier pay ! 

Then there's the {curvy tale he told; 

About the regiment that you fold ; 

Expofing thus to needlefs fame 

A candidate for honeft fame. 

Though ‘Yanivs knew not, or was mum 

About the other trifling fum ; 

Which you, who know fo well to thrive, 

Had of his peerlefs lordhhip Cl--ve. 

Come, 
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Come, Come, for whatfoe’er beftow'd, 
Mere honour is a ufelefs load, 

Two yards of ribband well were fold 

For twelve good thou/and pounds in gold. 
"Twas rightly judg’d, Sir Knight, of you 
To take the cath and ribband too: 

But hence with all fuch paltry pride, 

Be even Granby laid afide. 

The objeét of my prefent theme 

Is your conciliating fcheme, 

For fettling matters "mongft the great, 

And making Wilkes a tool of ftate. 

Faith, Colonel, ‘tifn’t fo bad a plan; 

But you're miftaken in your man. 

Wilkes the boutefeu once made before 

Will a cat’s-paw be made no more; 

Your temple, then, of concord raife 

By any other means and ways : 

In him no corner-ftone you'll find ; 

So little fafhion’d to your mind, 

‘That ev'n the uncementing wall, 

Though rais'd, would foon to pieces fall. 
Lord B—— and Wilkes to reconcile! 

*Tis mixing vinegar and oil ? 

Confound you may by agitation, 

You can’t prevent their feparation, 
Antipathies are fix’d in nature ; 

A whig muft be a tory-hater. 

The coward ftill mutt fear the brave, 

The fubjeét muft defpife the flave. 

Your projet hence, Sir William, naught, 
What think you of the following thought? 
A {cheme deduc’d to give it weight, 

From Scripture, and the Jewifh itate, 
Aaron, faid he, * go cut the throat 

Of yoader rampant flallion goat : ¢ 

That a fin-offering muft be made, 

And then the nation’s debts are paid. 

Next, to prevent what ill reflection 

Might happen upon retrofpeétion. 

Lay on yon kid, the treafury’s budget, 

And let him, as a fcape-goat, trudge it.—— 
Thus of incumbrance rid, to-morrow, 

Of heav'n frefh Manna we may borrow : 
Licentioufnefs at once thal) ceafe, 

And furious fa€tion with for peace, 

What fay you, my good knight to this? 
The project's not fo much amifs. 

What if yon lewd Scotch goat we take, 
I—f » and him an offering make? 
OnT "s facrificial altar, 

Well would his neck become a halter. 

M hat if we make, for like good end, 

A {cape-goat of your king’s bench friend ?—= 
Come ye vile finners of the times! 

On his broad back repofe your crimes. 
Come S—., W——, and H—— ; 

(1 ho’ yours would breaie down twenty backs! ) 
Some thou with goat-refembling phiz ! 

And hang vour grace’s horns on his ; 
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+ See Leviticus, 


isa 
Or, if employ'd, this bufy crifs, 

Send Nancy P with your vices; 
With every ail and every ill : 

More facks are wanting at the mill. 
Come, W P » go no further ; 
But here unload your fouls of ———, 
And thou, humane lord B-————. 
Accomplice when the feat was done, 

Sir Double-tongue, for double fee, 

Will prove your cohfciences are free ; 
And M——, firm in refolution, 
Pronounce your legal abfolution. 

Come N——, with fugar plums and honey, 
Exchequer bills, and bags of money ; 
Load him with panniers full of thefe, 
And lay your vices where you pleafe, 
Next let pofterior S—— jump, 

And ftick his vices in the rump, 

Well loaded thus before, behind, 

With villainies of every kind, 

If you to bear them once can get him, 
Merely for concord’s fake, why, let him; 
Strait to the wildernefs difpatch him; 
And, if he goes, —— the devil catch him, 
Sir William, no, let rancour ceafe 

At before we with for peace, 

The flavith mind can ne'er agree 

With fouls that would, and witty be free, 
Falfe harmony, among the great, 

More injures oft, than ferves a ftate. 
When knaves are true to one another, 
Fach rogue will anfwer for his brother; 
Nor till they're thy and jealous grown, 
Will honeft folks enjoy their own, 

Devils with devilsdamn’d, we're told, 

In hell itfelf firm concord hold. 

Their horrid concord firmly bent, 

Poor fuitering finners to torment. 

With devils then fhould difcord dwell 

She might affuage the pains of hell. 

Oh! never, then, Jet peace on earth, 
Without good-will, give concord birth ! 
May ne’er again the times be calm, 
Till clos’d corruption’s itching palm; 
Till open’d freedom’s liberal hand, 
T’ emancipate and blefs the land ; 
Till truth fhall try each doubtful caufe, 
And juftice execute the laws 5 
While mercy beams around the throne 
From pure humanity alone. 














W.R, 


To the Editors of the Oxronp MAGAZINE. 
If you think the following anfwer to the 
ZEnigmatical Queftion, in your Magazine 
for laft month, worth inferting, by fo doing, 
you will oblige your humble fervant, 
Hoxton, April 7, H.G,A. 
That Plague is the word you defir'd, 
I think i can make very plain; 
Take off the two letters requir d, 
And Ague you'll find will remain, 


t See Milton's Paradife Loft. 
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Account of the Radcliffe Library. 


Is2 
For the Oxrorna Macarixy, 


To the Editors of the Oxrorno MAGAZINE, 


BY giving this Ode a place in your Magazine To a Gentleman extempore on bis Birta-dajy 
(if it is worth your acceptance) you will THs day proclaims thee twenty-five ; 
oblige a conftant reader, and your very humble May this day find thee still allve; 


And but beginning to grow old, 
When twenty-five thall be thrice told, 


Devon, Marcb 14. Cc, 


fervant, - 
Strand, March 24. Tt. A, 


Frowning Winter now is paft, 
Pleating Spring returns at laft ; 
Hoarty frotts and fnews are fled, 
Flow'rs adorn the verdant bed, 


To rhe Editors of the Oxrokp Macazine, 

Ccording to your defire in the Oxford Mas 
P : : ine for the month of February, p, 72 
Now the birds begin to fing, Brees >. : Y> Ps 734 
Through the air they fwittly wing; PPS ie the “Enigma folved, I fend you the 
Fifhes fkim along the main, eater. ‘to 
Lambkins {port about the plain. Mama ma 00 quoqiie tu pa pe pa if 

p 





Flora comes ferenely gay, cheu ! 
Gentle zephyrs round her play ; Nam vita certusre re re nae mi mi mi nus herets 


Graces tread the flow'ry mead, Ita Legas. 
Satyrs dance beneath the thade, Fheu! Mater o bis, fubito quoque tu Pater ibis, 
Nam vitsz certus terrena terminus hret. 


ANOTHER, 


O quid tua te 
be bis bia abit. 





Sighing lovers hither rove 

O'er the fields and thro’ each grove ; 
All thofe pleafures which I fing, 
Welcome in the verdant Spring, 
But they quickly fly away, SyLvesTrisy 
Quickly pafs and make no ftay ; 
As delights fo quickly fly, 

Let us feck for thofe on high ; 
Where eternal Springs thall bloom, 
And frowning Winters never come. 


An Explanation ef the follieving Riddle is defired, 
Semel minufne, an bis minus, non fat fcio, 
An utrumg; corum, ut quondam audivi dicier, 
Ipf Jovi Regi noluit coscedere, 


. 





Account of the Radcliffe Library, with a Copper-plate annexed. 
Hf. new, or Radclivian Library, is fituated in the mid of an ample and fuperb fquare, 
formed by St.. Mary's Church, the Schools, Brazen-Nofe, amd All Souls Colleges. With- 
out perplexing the mind of the reader with abftrufe terms of architecture, or a feientific detail 
of the conftruction of this fumptwous pile, we think it beft to refer him to the plate annexed, 
for a general idea of its external torm and appearance. The building ftands on arcades, which, 
circularly difpofed, enclofe a {pacious dome in the centre. From hence we pafs by a well exe- 
cuted ight of fpiral fteps into the’Library itfelf: this room, which is a complete pattern of 
elegance and majetty, rifes into a capacious dome, ornamented with fine compartments of 
ftucco. ‘The pavement is of two colours, and made of a peculiar fpecies of ftone brought 
from Hartz-Foreft in Germany. The room is inclofed by a circular feries of arches, beauti- 
fied with fteftoons, and fupported by pilafters of the Jonic order. Behind thefe arches are 
formed two circular galleries, above and below, where the books are difpofed #n elegant cabi- 
nets. ‘The compartments of the cieling, in the upper gallery, are finely ftuccoed. On the 
door, at our entrance, isa fatue of the Founder, Dr. Kadchfte, by Ryibrac, which is mott 
advantageoully viewed from the point oppofite to it, in the laf mentioned gallery. Over the 
entrance of one of the galleries is a good butt of Gibbes, the Architcét. In a word, the 
finithing, and decorations of this attic edifice, are all in the higheft tafte imaginable. 
‘The tirft fone was laid May 17, A. D. 1737, and the Library was opened April 135 174% 
with great folemnity, The Librarian, according to the Founder's appointment, is nominat 
by the great Officers of State. 


ad 





lo our CORRESPONDENT S. 

R M.'s Letter on Prefancnefs and Irre gion is received : it is very fenfible and moral, Weare 

* shliged to K, for bis Copy of a Drawing upwards of 400 Years old, and will endeavenr ™ 

f for it ‘The Anfwers to the JEn gma, by John Adams and others, areTe 
‘ 
( 
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i” wr mex. 






fand epproved, but te cannet properly infert more than one Anfwer. The Letter frm 7 
try Filage in GlouceRarfhire Baill be attended to, and aff the otber Favours we bave ret 


be interted as foon as pollihle, The Letter from Hexham on Apofacys rhe 
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Foreign and Domeftic Intelligence. 153 


Aoril, 1. On Wednefday March, 29, a- 
bout cight o'clock, was apprehended at 
Greenwich, by Meffrs. Wright and Ellis, 
conftables of that partih, the highwayman 
who robbed the ,olt- boy carrying the North 
mail between Stamford and Colterfworth 
foe days ago, and being carried before the 
worfhiptul john Ruffel, Efg; was feveral 
hours under the examination of that diligent 
and active magistrate, who committed him to 
the watch-houfe for further examination this 
day at four o'clock, and immediately dif- 
patched an exprefs to acquaint the pottmafter 
general thereof. He faid his name is Bow- 
land, Upon f-arching his boxes and pockets, 
were found upon him eight promiflory notes 
of Meilis. Boldero and Co. bankers, in 
Lombard-fireet, to a perfon in the North ; 
feverel drafts, two bonds, a law cafe, with 
counfels opinion upon it; avenire and record, 
for the tryal of a caufe at York; a North 
Briton, and feveral other papers, which he 
acknowledged he took out of the mail. He 
faid he took no bank Notes, or any other 
thing of value which he could raife money 
upon; that it was the firft crime he had com- 


mitted; that he had fome employment nuw- 


in the Poft-office, and intended going for 
Holland at the time he was taken; that h: 
had a wife, who knew nothing of the mat- 
ter or his intentions, and two children, but 
no accomplice ; that he hired the horfe in 
the Borough on which he committed the 
robbery ; and borrowed the piftol of a neigh- 
bour, but had neither powder nor fhot about 
him when he committed the robbery. He 
acknowledged himfelf to be the fame perfon 
as advertifed in the public papers ; the clothes, 
he committed the robbery in, and the new 
clothes he bought after he came to London, 
were fund in his boxes, and anfwered exaétly 
to thofe defcribed in the news papers. 

There were five indi&iments prefented at 
the new Guildhall, Weftmintter, againft the 
five perfons taken into cuftody laft week at 
St. James's, which were all thrown out by 
the grand jury. 

Brifiol, March 30. Yefterday morning, a- 
bout eleven o'clock, three perfons in a chaife 
coming from the New Paffage to this city, 
difcovered feveral perfons on the road, about 
two miles from the Paffage-houfe, diligently 
picking up fomething off the ground ; and on 
enquiry found it to be gold coin ; when a- 
lighting from the chaife, they faw a great 
number of guineas lying on the ground, 
which they immediately took up, and did all 
they could to perfuade thofe who had before 
been picking it up, to deliver them the mo- 
ney, on fome of whom they prevailed; and 
having obtained a confiderable fum, to the 
amount of one hundred and forty-three gui- 
eas, brought it to town, when on enquiry 

Vou. Jl, 


it appeared to have been dropped out of the 
faddie-bags ef a gentleman of Haverford- 
weft, who had loft about three hundred 
pounds, of which he has been able to recover 
about two hundred and fifty pounds, through 
the affifiance of the above perions. 

Salifoury. On Wednefday night four con- 
viéts for tranfportation, in Fifherton guol, 
fet fire to the floor of the room, wherein 
they were confined, with a defign, it is fup- 
pofed, in the confufion to make their efcape 5 
but finding the fmoke too powerful, they 
alarmed the keepers with the cry of fire, 
who went to their afliftance in time, and 
handed in water, or in all probability they 
woul] have perithed. 

The inhabitants of Bread-ftreet, Baffifhaw, 
Vintiy, Cornhill, Farringdon without, and 
Wallbrook wards, &c, have met in their re- 
{fpective wards, and drawn up inftructions to 
their common council, dircéting them to op- 
pofe any attempt that may be made at Guild- 
hall for an addrefs, declaring their opinions, 
that an addrefs at this time is totally unnecef- 
fary, as “ calculated to countenance the un- 
“« conftitutional meafures of the prefent ad- 
‘¢ minifiration, rather than to exprefs duty 
€ and affection to the beft of kings.” 

Monday, April 3. At a previous mecting 
at the Haif-moon tavern in Cheapfide, to 
confider of the addrefs which was to be 
moved for, at Guildhall, a hundred and 
forty-one members of the city common coun- 
ci] attended. After fome debate, the quef- 
tion being put, it appeared that twenty-one 
were for addreffing, and one hundred and 
twenty againft it. Much warmth was dif- 
played on this occafion by fome of the mem- 
bers. 

Yuefday, April 4. This day a court of 
common council was held at Guildhall, but 
no motion made for an addrefs to his majefty. 
On a motion made by Mr. deputy Freeman, 
it was refolved, that the thanks of the court 
be given to the right hon, Samuel Turner, 
Efq; lord Mayor, for his manly and upright 
conduét curing the time he has had the ho- 
nour to fill the chair. At the fame time it 
was ordered that the faid vote of thanks fhould 
be publifhed in all the papers. 

Wednefday, April 5. There was a very nu- 
merous meeting of gentlemen upon the grand 
jury at the affizes at Hertford laft week in 
confequence of an addrefs being expected to 
be moved. An addrefs was accordingly moved 
for by one of the grand jury, but it meeting 
with no fupport, and being apparently con- 
trary to the general fenfe of the county, it 
was immediately overruled, 

The feflions began at the Old-bailey, when 
twenty-two prifoners were tried, one of whom 
was capitally convidted; viz, George Wil- 
liams, fer robbing JoGah Hodgkin on the 
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highway in Virginia-ftreet, of a filver watch, 
i feal, and fome money. 

r tranfportation, and fix acquitted, 

urfday, April 6. This morning, about a 
ter before four o'clock, a fire broke out 

Smith's, mafter of the three tuns 
houfe, oppofite Lancafter-court in the 
ind, which entirely confumed the {aid 
houfe, likewife the houfe of Mr. Johnfon, 
muiic-feller, and greatly damaged the houtle 
of Mr, Mansfield, mafter of the cordial- 
warchoufe, both adjoining : The waiter at 
Mr. Smith's, a lad of 15 years of age, a wo- 
man, and her fon a boy of 11 years old, who 
lodged in the faid houfe, unhappily perifhed 
in the flames, 

Twenty-five prifoners were tried at the 
Old-bailey, four of whom were capitally con- 
vidted, viz. John Evans, otherwife Dyer (a 
chimney-{weeper), and Jofeph Dobins, for 
ftealing a gelding, the property of Samuel 
Harvey, of Twickenham ; Jane Dick, for 
ftcaling a piece of lawn privately in the fhop 
of Mr, John Owen, in New-ftreet, Covent- 
garden; John Lawrence, for ftealing 61. and 
a quantity of linnen, the property of Ann 
Burton, in her houfe at Uxbridge. Eleven 
were caft for tranfportation, and ten ac- 
guitted, 
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Fifteen were 





both carriage and horfes funk and were 
~ > oA 

more till it was found at : caufeway, 
Oppofite to Surry furs in the Su nd, where 
it grounded on the four wheels without bein 

br ke in the leaft ; the coachman faved him. 
felt by jumping upon a lighter juf before 
the coach funk. The number of the coach 
was 239. 
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the 6th ini. the grand os prt - 

he 6¢! t. ant ¢ ufcany ar. 
rived in this city from Florence, and went to 
his palace called villa medici, His arrival 
was immediatcly made known to the collese 
of cardinals in the conclave; whereupon, 
in the evening, M. Rezzonico, Maggior Domo 
of the palace, and actual goveraor of the 
Conclave, was fent by them to compliment 
his royal highnefs, who was alfo compli. 
mented by the ambaffadors, foreign minifters, 
the Roman princes, nobility, prelates, &c, 
whom he received with great affability, efpe. 
cially thofe invefted with the order of the 
golden fleece ; many of whom he daily ads 
mits to his table. 

On the Sth inftant the ufual prefent, con- 
fitting of eatables and drinkables, was car- 
ried to his palace by 142 men, 130 of whom 
were from M, Rezzonico, Maggior Domo of 


- 





the palace; and 12 from M. Cafali, governor 
of Rome. 


Friday, April 7. Mr. Luttrell aad Mr, ‘ 
A moft magnificent prefent for his royal a 
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Roach went to the theriffs at the Old-bailey, 
and acquainted them of their intention of of- 
fering themfelves candidates to reprefent the 
county of Middlefex in parliament, at the 
election which comes on at Brentford on 
Thurfday next. Several of Mr. Wilkes’s 
friends alfo attended in erder to fettle with 
thofe gentlemen fome matters relative to 
Carrying on the eleétion. 

At the feffions at the Old-bailey, William 
Baker, indicted for the wilful murder of 
Jofeph Curtis, was found guilty of man- 
faughter; and John Gyles, for a rape on the 
body of Ann Wallis, an infant of eight years 
of age, was acquitted. 

Saturday, April 8. This morning came on 
at the Oli-bailey, before Mr. Baron Smythe, 
the tryal of Mr. Moore, for publishing the 
North Briton extraordinary, No. 5% when 
after a hearing the evidence on both fides, the 
jury brought him in not guilty, The fedlions 
ended, five prifouners were tried and all ac- 
quitted, 


Monday, April 10. Yefterday afternoon a 
very extraordinary accident happened near the 
Bankfide coffee-houfe by London-bridge, 
where a hackney coach having fet down a 
fare clofe to the caufeway, a narrow pafs, in 
backing the coach to turn about, the horfes 
loft footing and plunged into the Thames with 
the coach, and the tide running up very 
Rrong drove them about thirty yards, when 


highnefs has alfo been prepsred by the car- 
dinals in the Conclave, confifting of a large 
crofs of gold fixed on a pedeftal, with fe- 
veral figures and inftruments reprefenting the 
crucifixion of our Saviour, allin gold, weigh- 
ing about 16 pounds, fome pictures of tape- 
try and Mofaick, and 12 volumes in folio 
richly bound, containing the prints of Rome. 
London Tavern, April 11, 1769, 
SUPPORTERS of the BILL of RIGHTS, 
Sir Jofeph Mawbey, Bart. in the Chair, 
RDERED, That the fum of jix hundred 


pounds be paid into the hands of Mr, Wilkes; 


and that Mr. Reynolds be defired to convey the 
fame, 
/ ets ss i 9.5 ry ; 

A falfe, malicions, and fcandalous libel, bade 


ing ap pea ed im the Gaz ere ft he 


: 
a 


Sib infant 
uder the title of an addre sf om ibe g nclomety 
clergy, traders, and principal inbabitanes of the 
city of Coventry, charging the fuppor'ers of the 


bill cf rights with being “ the patrons, from 


“ cuhofe leffons of fedition the meer inflruments 
“© of our prefent confufions bave been rempred 


“ to exbibit their improvements in the deteftable 


« Science of licentioufne/s, even befor? the gates of 
“ ‘the royal palace ;*° and reprefenting them “ at 
“* men for ever to be regarded as enemies to mo 
narcby, fubwerters of legal government, pre 
" terded guardians of the conftitution, and real 
“& difurbers of its repofe.”” A 
Refolwed, That it could be unpardonab cin 


this fociety to pass over in filence fz unmerited and 
infaingus 


ec 
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foweys a charge (and that too publifhed by au- 


. } confeiens as they are that bis majefly bas 
~? ~~ . . id faithful bi “ red 
} 4 r¢ io a. ans ai 4 ul fo ts jac e 
e. more dev ted to our bappy conflitution, 
” mere wcalous forthe peace, projperity, and 
saber f\ f (he f of le. 


refived, That a committee be 


4, 

game § _¢ pe be ps c , 

pointed 60 f tke fee aforejaid libel into confidera- 
and to report their ooution at the next gene- 


ing, to be held on Tuefday the 25¢h in- 
fant, suben Sir FRANCIS BLAKE DELA- 
VAL, tnight of the Bath, wili be int e chair. 

Fuirach of a letter from Paris, March 27. 

« An affair has lately happened fimilar to 
that which occafioned the famous judgement 
of Solomon. A market woman in the month 
of May lait loft a child between five and fix 
veors of age. In Oétober the met a coun- 
trvwoman belonging to Melun at one of the 
thews in this city with achild fo much re- 
fembling her own, that fhe would have taken 
‘+ from her by force. A conteft enfuing be- 
tween the two women, the guard came and 
carried them before the commiffary, where 
the Parifian faid that her child would be 
known by a fear upon the knee from an in- 
cifion that had been made there, and like- 
wife by another fear in the arm from bleed- 
ing. The commiffary finding the {cars cor- 
reipond with the abovementioned defcription, 
adjudged the child to the Parifian, who ac- 
cordingly took it away with her. But the 
countrywoman being almoft out of her fenfes 
at the lofs of her child applied to the Chate- 
let, which ordered a more ftrict enquiry to be 
Some furgeons of this 
city being examined, declared that they made 
in incifion upon the knee of the Parifian’s 
child, and had lkewife bled it in the 


made into the affair. 


am. A furgeon of Melun being examined, 
depoted, that he had only made an incifion 
upon the knee of the child belonging to the 
countrywom Hereunon the mof fkilful 

ry of * Chatelet of Paris were ap- 
pointed to ¢ ine the fears: and they re- 
ported, t! fear upon the knee was the 


conlequence of an incifion; but that on the 


Oniv a 


arm was marc pro ceding from the 
mali pox. In conf cuence of thefe and other 
circamfances the judges of the Chatelet de- 


nen +} } 
term d . ch 


to belong to the country- 
woman, The king’s advocate in giving his 
opinion upon this caufe, which had drawn 
together a great concourfe of people, excufed 
the mother who had loi the child on account 


rt ingen | 


oy} s behaviour, but blamed the 


commiflary for rox rafhly determining an af- 
er Which required 4 more {erupulous exami- 


hation, 
Lhe Duncannon packet, 


from the W eft -Indies 
at Fao 


capt. Edwards, 
; and Carolina, is arrived 
ete a who, in his patiage took up 
John Fofter Vi Uliams, late matter ofthe fohn, 
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a brig, who faled from Bofton on the 20th 
of [oneary laft, bound for Surinam, Capt. 
Fofter Williams, in his account fays, that on 
the 29th of the fame month at noon, being 
in lat. 34. 40. N. long. 60, 00. W. from 
London, a large fea running at twelve at 
night, the brig fprung a-leak, and the water 
came in fo faft, thar they could not keep her 
betore the wind; and after fuftaining incre- 
dible hardfhips ‘till the 7th of February, they 
that day faw a floop, to whom they made 
fignals of diftrefs, and afterwards bore dowa 
upon her, but though the crew looked at 
them, they fheered off without giving them 
any allifance, The captain pot te 2 his 
account in the following words: ‘ Seven or 
eight days after, being moderate, and the 
lumber out from between decks, we got two 
barrels of train oil, the beef being falt we 
could not eat any, the oil we drank very 
haftily off; that night it blowed very hard, 
and a large fea running, two of my people 
were wathed overboard, and one died with 
hunger and cold, another out of his fenfes, 
fo that he grew fo weak and low, that we loft 
both the day of the month and the week 3 
and we had nothing to live on but falt water 
and oar weed, my people dying one after 
another; the laft that died was the mate, on 
the laft of February, and on the firft of March 
] was taken out by the above packet, long. 
56. oo,”’ 

Thurjday, Apri! 13. About half paft nine, 
the election for Middlefex came on at Brent- 
iord, The candidates were Mr, Wilkes, Mr. 
Luttrel, Mr. Roach, and Mr, Serjeant Whi- 
taker. 

After the writ and the a& of parliament 
aeainit bribery and corruption were read, and 
the theritts tworn, the honourable Mr, Fox, 
eldeit fon of lord Holland, put up col. Lut- 
troll. ‘Then Mr. Sawbridge came forward on 
the huitings, and filence being demanded, 
addrefled himfelf to the public in the follow- 
ing words : 

‘© He faid he need not acquaint them that 
the affair in point was now a dijpute between 
n, and the freeholders of Middlefex; 
that fince the former election, there was a 
mecting of the fupporters of the bill of rights, 
wherein he had the honour to take the chair, 
and that it was refolved to fupport Mr, 
Wilkes’s ¢aufe, as the caufe of liberty; he 
hoped that they would now ftand forth, as 
they had already done in fuch a caufe, and 
fhew to the whole world that nothing is ca- 
pable of taking away their freedom, the glo- 
rious birthright of every. Englifhman; he 
therefore prefled this very ferioufly, as an ob- 
jeét of their confideration ; and concluded by 
hoping that the friends of Mr, Wilkes would 
equally shew themfclves friends to peace and 


ge. d order,”” 
2 Mr, Town- 
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Mr. Townfhend then feconded Mr. Saw- 
bridge, and fpeke to this effect---** He faid, 
he need not recapitulate what the gentleman 
who fpoke lait had faid, as he was very fen- 
fible the doctrine of liberty was too well 
eftablifhed in their hearts to need it. He ob- 
ferved, that it had been rumoured that the 
friends of the other candidates would be pre- 
vented by Mr. Wilkes’s friends from polling 
on this occafion; this, he was very fure, was 
only circulated by the tongue of malice ; nor 
would he mention it, but as a caution to them 
to be particularly circumfpeét in their beha- 
viour ; as the more they were fo, the more it 
would proclaim to the world the impartiality 
of their conduét, and freedom of their choice. 
He begged them above all things (as they 
refpected their own confequence) to pre- 
ferve peace and good order, which conftituted 
the very fpirit of liberty and independence. 
That it was full time enought to thew hofiili- 
ties, when the laws and religion of this 
country were openly attacked and attempted 
to be wrefted trom them (which he hoped 
would never be the cafe) then it was only 
juftifiable, and conftituted the true character 
ofanEnglifhman.”’ Both thefe fpeeches were 
received with the loudeft burfis of applaufe 
imaginable, and upon the holding up of 
hands, the majority indeed it may be faid 
the totality) were for Mr, Wilkes, 

The poll began at 11 o'clock, and finally 
clofed at half an hour after three, when on 
caft ng up the poll, the numbers were declared, 
at a quarter patt fi ve, as follow : 


For Mr, Wilkes 1143 
Col, Lutterell 296 
Serj, Whitaker 5 
Mr. Roach © 


The laf gentleman was nominated by Mr. 
Martin and Mr. Jones, but at 12 o'clock 
the fheriffs receieed a letter from Mr. Roach, 
declining being a cancidate, not chufing to 
take the oaths neceffary on the 
Soon after which he came upon the huftings. 

A grand cavalcade of the freeholders fet 
out from the Prince of Orange in Jermyn- 
ftreet, before whom were carried fix or feven 


OC ¢ fion. 


flags (on fome of which were written bill of 
rights, a d on others magna charta) all badges 
of the different focieties of which Mr, Wilkes 


has been made a member. 

A great body of freeholders, Mr. Wilkes’s 
friends, preceded by a band of mufic, with 
colours flying, marched along Pall-Mall, 
and ftopped fronting the palace, where they 
gave three loud huzzas, and the mufic began 
to play; this alarmed the guards, who march- 
ed out to the gate with their bayonets fixed ; 
but the company marched on peaceably for 
Brentford, and the ioldiers returned into the 


barracks. 


Foreign and Domeftic Intelligence. 





The friends of the two principal Candidates 
behaved with great civility to cach other upoa 
the huftings. 

Previous to the eleétion, above 100 gen. 
themen voluntarily oftered to take the poi] tor 
Mr, Wilkes; and the fervices of forty were 
accepted. 7 

The whole was conduted with great trap. 
quility and regularity; aiter the poll way 
over, a number of horfemen, with coloun 
a and mufic pluying, attended by feveral 
thoufand people, went throuch St, James's. 
ftrect, the Strane, and over London bridge 
to the King’s Bench, to congratulate Mr, 
Wilkes on his fuccets. 

The publican in Fleet-market, known by 
the title of lord Mills, fet out for Brentford, 
in acoach and fix; flags were dilplayed on 
the top of the coach. 

His lordhhip alfo hired a large covered 
waggon, to carry 45 perfons to the above 
pl ice, 

Yefterday the publicans, all the way from 
Knighthbridge to Brentford, fold their beerat 
3d. per pot, which they faid was in honoor 
of Mr. Wilkes. 

The concourfe of ladies in carriages was 
really aftonifhing at Brentiord. 

At night the inhabitants of all the princi 
pal ftreets illuminated their houfes, the bells 
of feveral churches were rung, and every mea- 
fure exhibited, to teftify their joy on the o- 
cafion, which was concluded with great pr- 
dence and decorum. 

Col. Luttrell was conduéted from the huf- 
ings through the mob, at Brentford, in the 
following manner: Mr. Horne went firth, 
calling out, make way for the sheriffs, make 
way for Mr. Townfend: The colonel had 
hold of Mr. Townfend with his right hand, 
and capt. Read with his left; Mr. Beckford 
and Mr. Bourges followed clofe behind; f 
that the colonel was entirely furrounded by 
Mr. Witlkes’s friends. 

Friday, April 14. The theriffs of Middle. 
fex declared that the poll at the laft election 
for that county had been taken with the ut- 
moft exa¢tnefs, and thet no ferutiny had bea 
defired. 

Saturday, April 15. The sheriffs attended 
with the poll. : 

The houfe of commons fat from noon till 
two o'clock on Sunday morning. 

it was refolved by 197 to 143, that Henry 
Lawes Luttrell, Efg; ought to have been 
turned a member for Middlefex, and not Jobs 
Wilkes, Ffq; . 

Monday, April17. The freeholders of Mié- 
dlef>x met at the Mile-end aff=mbly room, * 
cording to the advertifement for that purpo* 
The room was as full as it could be crower 
and is computed to hold about 2500 - 
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avenues to the houfe were thronged, and 
above five thoufand people were af expr in 
the road before It. At twelve John aw- 
bridge, Ef; member for Hithe in Kent, was 
called to the chatr, and declared the intention 
of the meeting. James Townshend, Efq; mem- 
ber for Weitlooe in Cornwall, in a very ele- 
eant and animated fpeech, deplored the ne- 
ctfity of feeking out fome new remedy for a 
new grievance: A grievance which till this 
period no king, no minifter, no enemy, no 
sower on earth had ever laid upon this king- 
dom fince it received the name of England. 

With the greatett force and conviction from 
law, bittory, ahd the natural rights of man- 
kind, he afferted the privilege of reprefenta- 
tion tothe people. He declared himfelf ready 
to run every rifque and to undergo every fuf- 
fering to preferve this valuable bleiing to his 
countrymen, and that he would never tamely 
fubmit to offer up his liberty at the fhrine of 
any minifter or earthly potentate or power. 
He concluded with a wiih, that fome free- 
holders would propofe a plan that might ferve 
to confirm to us the rights (if there are any) 
that fill remain unviolated, and to recover 
thofe which have been violently and unjuftly 
wrefted from us, efpecially that important 
leading right on which all others depend,--- 
the richt of election, 

The rev. Mr. Horne then made a motion, 
That a committee of grievances and appre- 
henfions be appointed to take the fame into 
confideration, particularly the prefent alarm- 
ing attack made on the right of election, 
and at the next general meeting to propofe 
the proper conftitutional meafures to be taken 
for redrefs, 

He fupported his motion by many ftrong 
and convincing arguments, and it was Carried 
nem. con. The chairman in putting the quef- 
tion declared his entire approbation of it. 

Walpole Adair, Efq; George Bellas, Efq; 
and many others fpoke in fupport of the fol- 
lowing motions, which were likewife carried 
is 1 


the 


I]. That the committee confit of one hun- 
dred frecholders. 

Il, ‘hat Walpole Adair, Efq; be chair- 
man of the faid committee. 

lV. ‘That George Bellas, Efq; be deputy- 
Cnairman, 

V. That the future meetings of the come 
Mittee and of the county, be called by adver- 
tifement in the public papers, figned by the 
chairman or deputy-chairman, 

_The thanks of the county were then una- 
nimou!ly ordered to be returned to the fheriffs 


of this county, for having aéted according to. 


law, and difcharged their duty with honour 
nd firmnefs. 
Thanks were likewife returned feparately 
to Mr, Sawbridge, Mr. Town‘bend, and Mr, 
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Horne, for their able, active, and fpirited 
conduét, 

The meeting was then adjourned. 

Yuefday, April 18. Mr. Wilkes’s firft fine 
of sool. for re-publifhing the North Briton, 
No. 45. was paid. 

Wednefday, April 19, Col. Luttrell took 
the oaths, and his feat in the houfe of com- 
mons, as knight of the fhire for the county 
of Middlefex. 

Thirjday, April 20. About feven o'clock, 
John Wilkes, Eig; was brought by a Habeas 
Corpus from the King’s Bench Prifon to lord 
Mansfield’s chambers in Serjeant’s inn, in 
Chancery-lane, in furrender of his bail to 
the feveral civil actions which had beea 
brought againft him. 

A very great number of people waited in 
Chancery-lsne for his coming out of Serjeants 
inn, and the coach he went into being or- 
dered to drive through the Strand, the popue 
lace tollowed him with loud huzzas, and at 
S:. Clement’s church they took the horfes 
from the coach in order to draw it themfelves 5 
upon which Mr. Wilkes flipt out of the coach, 
went into the Crown and Anchor tavern, 
and made his efcape in another coach from 
the door in Arundel-ftreet, to avoid any 
mifchief that might arife from the mob. 

Mr. ferjeant Glynn, who had been brought 
from his own houfe on purpofe in a Sedan 
chair and was in his chambers, fent a com- 
pliment to defire Mr. Wilkes’s company to 
drink a dith of coffee, being too lame to 
wait upon hiw, but the marfhal would not 
give permiflion. 

Friday, April 21. His majefty went to the 
houfe ot peers and figned fuch bills as were 
ready, as he was going a greit number of 
people affembled before the royal palace, and 
followed his majefty down the Mall with 
loud fhouts and acclamations of joy, on ac- 
count of a report prevailing, that his majefty 
had fufpended Mr. Wilkes’s fecond fentence, 
and that he would fit as member in the houfe 
of commons for the county of Middlefex, 
but the people were foon informed that this 
report was groundlefs; and when his maijefty 
was returning from the houfe, as foon as the 
ftate-coach came from under the Horfe guards, 
it was furrounded by a very great mob, who 
ran up to St. James’s by each fide of it, and 
among fome other high indignities thewn by 
them, exclaimed in his hearing, * Wilkes 
** for ever! No Luttrell!’ and continued do- 
ing fo till his majefty got out at the palace. 

Saturday, April 22. The office of ordi- 
nance have received arders to get ready 20000 
fets of new arms with all expedition. As 
there are always arms in the ‘Tower for 
60000 men at a minute’s warning; and all 
the arms of the reduced and difbanded regi- 
ments at the end of laft war are ftill at hand. 
This order occafions much fpeculation, War-~ 
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War [ow, Aprit 3. M. Drewitz, major in 
the fervice of Ruffia, advifes, that he hath 
beaten, at two different oniets, the Situr 
Malczewkki, marthal of the confederacy of 
great Polend, who in thole rencounters loft 
above soo men; and that he is at the eve of 
beating him the third time, which will put 
an end to that contederacy. 

Leghorn, March 25. They write from Cor- 
som that the chiets of the Malecontents 
held a general aflembly at Aleria on the 15th, 
a 6th, and i7th infant, at which general 
Paoli prefided, and that he took feveral ar- 
vangements for their defence, All the men 
from fifteen to fixty years of age will be o- 
bliged to provide arms, and appear in the 
field as foon as they fhall receive orders. So 
that if the French treops refume their oper:- 
tions, and the Malcontents continue to refit 
them, the ifland of Corfica will become a 
very bloody theatre. 

Copenhagen, April 4. ‘The naval armament 
which is making here, is carried on with great 
fpirit. ‘Two men of war are already fitted 
out, and it is thought the reft will be com- 

leated in ten or twelve daystime. As we 
eos not failors fufficient to man all thefe 
fhips, the government has fent into the pro- 
vinces for more, out of thofe that are regif- 
tered. The object of this armament, and 
alfo of the augmentations of our land forces, 
is ftill a myftery. 

Hanover, March 6. The P nll tax, eftablithed 
in 1766, by which every individual, from th: 
age of fourteen years, was obliged to pay 
twelve fols per month, is abolithed, , 

Our troops are not to be augmented, as wa: 
reported. The regiment of the Queen, and 
that of the prince of Wales, only, are to be 
re-inforced with 100 meneach. Thetroops 
of this ele€torate do not exceed 15,000 men, 
exclufive of nine regiments of militia, and 
four in garrifon, 

We expect his roval hichnefs the duke of 
Glouceter here very foon fi im London, and 
the caftle of Montbrillant is ficti: g up tor the 
reception of that prince 

Naps, Iéarch 18. This _metr polis has 
been thrown into great confufion, trom the 
apprehenfions of the common people, who 
hate given great credit to a prediction, that 
this city is to be entirely ruined by an earth- 
quake, which, it is faid, will happen on the 
2oth inftant. This has ruck fech a panic, 
that feveral thoufands have left she place, and 
a great number of familics have moved their 
effets into the country. As this feport 1S 
fuppofed to have been propagated by a gang 
of thieves, in order to pront by the abfence 
of the credulous, we have doubled our guards, 
and all the troops who compofe the garrifon 
have osders to hold themicives in readinels 
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to march, whenever thelr affifance may be 
neceffary, at a moment's warning 
Stockbelm, March 21. Qn the ‘23d of laf 
month, the king delivered a Veclatation to 
the fenate, in which, alter fettine forth the 
inconveniencies that would refult from the 
allembly of the ftatcs meeting at Norkiopi; By 
his majelly gives his opinien of the rejoly. 
tion taken by the fenate to divide itfelf ; ; that 
is to fay, part of it to meet at Nork ping, 
and the reft at Stockholm. ‘The king de- 
clares that he not only looks upon this tepa- 
ration as inconvenient, but even as LITE fiible, 
and contrary to the fundamentel laws of ‘the 
kingdom ; that the fenate ousht to have the 
king at the head of at; that his majcity can-. 
not be at two places at the fame time, ard 
sheyetene that part of the fenate where his 
majefty doth nor prefide, cannot be duly au- 
casted to tranfact any bulineis of the 
ftate. His maiefty farther declares, that if 
the fenators perfift in this Rep, he cannot but 
confider it as an alteration of the conftitu- 
tions of the ftate, as an infringement of the 
royal perrogative, and in i ort as an ufurped 
authority, which never was nor ever can be 
acknow ledged while the me power and that 
of the flates remain entire. At the end of 
this declaration the king fays he is refolved 
to publith it in print, that all his faithful fube 
jects may be made acquainted with it. 
Leghorn, March 26, We have certain ad- 
vice, that the Conficans are refolved to open 
the enfuing campaign with a very refpecable 
force, which they affert will amount to 30009 
men, 
Fextra& of a letter fi 7 Leg ort. 

By fome thips juf arrived from Caire we 
have a viens that the famous Halt, comman- 
der in chi in Egypt, anc who refi jes in tha at 
city, had rrefted and depo fed the new Pacha 
on the rath of January laf; Thet he had « Pe 
minde of the French and Venetian mer- 
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Chants a great ¢ gua. tity of filk and woolien 
ftulis; and of he Jewith « ofhicers of the cuf 
toms 150 purfes, of 500 piattres each: That 
he had caufed Mallen fuduf Levi, the f 


mer-general of the cufioms, to be baftinadoed 


to death, and put the direction of the cui- 
toms into other hands: And that at length, 
ifter having defeated all the other Beys, his 
equals, he had reduce: all | pt to his fub- 
jection, and tot ally fhaken off the dominion 


of the Oeeaian empire, We expeét a cons 
firmation of the confequences of this event, 
which, joined to the fteps of the Montene- 
grins and other Greeks, will cut out work 
for the Turks, and embarra‘s them in the 

purfuit of their war againft the Ruffians.” 
The largeft copper atenfil, ewer feen in 
this kingdom, or perhaps in Europe, is now 
tabricating at a copper fmiths ia Toolcy- 
firect, 
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Geect. It is fifty-fix feet long, fix feet four 
mches wide, and 4x feet ten inches deep, 
aod will contain near 4oo barrels. lr is made 
in confequence of anew Invention of harden- 
ing and toughening wood in certain cheap 
and wholefome liquers, which make it ex- 
tremely durable. By this art, i feoms, wood 
can be tempcrod, in fome refpects, like me- 
tals, as ic can be tendered foit and hard alter- 
nately: Common coopers hoops have been 
thus made to bend and twift refembling cord - 
age. The timber of a fecond rate thip at 
Woolwich has a¢tually been furprizingly hard- 
ened, and the plank rendered flexible as well 
as durable; elm water pipes have been con- 
verted into a kind of petrified ftate, the du- 
rability of which is fuppofed may extend to 
yoo years: Wheels of coaches, carts, fhafts, 
&c. have been altered to a hard, tough, and 
elattic nature, which feveral brewers of this 
city have experienced: While brewers butts 
and pipe ftaves receive fuch firmnefs, as to 
lat feveral years longer than ufual, befides 
being made perfectly fweet; and oak tim- 
ber, the growth of our colonies, which is na- 
turally too fuft and porous, acquires by this 
procefs fuch a compact, tough ftate, as nearly 
to rival Englith oak in thip building, which 
at prefent is become a national concern on 
account of its fcareity, 

A young gentleman came of age, and in 
poffeffion of 2500]. a year eftate, on the roth 
of this prefent April; on the 12th he re- 
ceived 7oool., in ready money, exclufive of 
the above eftate ; on the 16th he fet out from 
London for Newmarket; on the i7th and 18th 
loft every farthing of the 7oool, together with 
adiamond ring of 3001, value; and on the 


bell 
19th he returned to London to recruit, having 


left (rather, it is fuppofed, than borrow of his 
fnends and be laughed at) his gold watch in 
pledge with an Inn-keeper, for ten guineas, 
to bringhim and his fervants up totown, where 
he arrived early in the morning on Thurfday 
the 2oth, 

Sir Stephen Theodore Janffen, bart. and 
Peter Roberts, Efg; this city's remembrancer, 
waited upon his excellency baron Dieden with 
the freedom of this city in a moft elegant 
gold box, to be tranfmitted by his excellency 
to his majefty the king of Denmark. At 
the fame time Mr, Sheriff Halifax prefented 
to his excellency the freedom of the gold- 
—e company in another very handfome 
aes box, to be tranfmitted in the like man- 

A remarkable caufe came on in the court 
$ King’s Bench, between Catherine-hall, 
land tax for fome houfes lately taken down 
he ol ; : y taken down 
of r e college, and added to the {cite there- 
“y lorwhich the college claimed exemption 
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by the land tax adt, but it was determined io 
favour of the parith. The hon. Mr. Yorke 
was counfel for the college, and Mr, Wedder> 
burn for the parith, 

In the court of King's Bench, Weftmin- 
ter, the long depending caufe between fome 
book fellers of London and fome of the fame 
profedffion at Edinburgh, relating to the cx 
elufive right the former claim in copies for 
which they have paid valuable confiderations; 
came on; and after the judges of that hos 
nourable court had fpoken to the matter, 
three of them in favour of the Londom book- 
fellers, a verdict was given for them, with 
coits. 

At Knottingley, about half a year ago, a 
perfon who called himfelf by the name of 
Nightingale, fettled at that place, and’ be+ 
gun the bufinefs of a clockmaker, in which 
he fucceeded very well. He was alfo equally 
fuccefsful in his addreffes to a girl of about 
fixteen years of age, belonging to that place, 
and, about a month ago, he married hes, 
after three days courthhip; but, before the 
end of the honey-moon, a letter came by the 
poft, direéted for a perfon in that town, whofe 
name was never heard of before in that 
neighbourhood, which being thewn him, 
he faid, he knew the perfon for whom it was 
directed, and offered to pay for it; but being 
refufed, he went and borrowed all the cafls 
he could procure among his neighbours, took 
four or five watches, and made off. It fince 
appears, that the letter was directed to him, 
and that he had left a wife and two children 
in Lancafhire in the wtmoft diftrefs, 


Paris, April 10, 
“ W * 

e have an account from Rouen, that 
a woman at a village in lower Normandy, 
whofe hufband was lately fent to the gallies 
for fmuggling, received a letter a few days 
ago, and immediately carried to aneighbour to 
have it readto her: This letter was from 
her hufband, to inform her that fhe would 
find a bag with goo livres at the foot of a 
tree, which he defcribed, in a wood near the: 
village. The neighbour offered to accompany 
the woman at the dufk of the evening to: 
look for the money, and as the poor woman: 
was ftooping to take it up, her neighbour’ 
ftrangled her with his handkerchief, and 
then carried off the bag. Another neighbour, 
though far from fufpe€ting the other of fo 
fowl a crime, was furprifed to fee them go-. 
ing into the wood at fuch a late hour, and’ 
as foon as he heard of the murder, gave in- 
formation of this circumftance. 
A few days ago Mr. Mill, at the Queen's’ 
Head in Titchfield- treet, Marybone, voided 
a worm of the fpecies called ‘Tzenia, or the 
Tape-worm, which meafured nine feet fix 

inches in length. 
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Robert Farthing, of King-ftreet, Cheap. 
fide, London, grocer. William Minet Sen- 
houfe, of the parith of Lambeth, in Surry, 
upholfterer. john Bindly and William 
Wright, of White Friars, London, Mer- 
chants and Partners. William Bower, late 
of Devonthire-freet, in the parifh of St. Bo- 
tolph, Bithopf.a:e, London, Silkman, Ma- 
ria Preedy, late of Barnes, Surry, Manufac- 
turer of Indigo. Conrad Barnet Newman, 
now or late of Leadenhall-ftreet, London, 
Oilman and Colourman. ‘Thomas Court, of 
Briftol, Currier. Robert Johnfon, of Bal- 
brough in Derbyfhire, Butcher. William 
Young, of Park-ftreet, Grofvenor-fquare, 
Middlefex, Upholfterer. Wilham Ferguflon, 
of Crutched Friars, London, Merchant. 
ay Lec, of Kentifh-town, Middlefex, 

uilder, John Tallintier, now or late of 
Gun-dock, in the parith of St. John, Wap- 
ping, Middleiex, Oilman and Colourman. 
William Johnfon, now or late of Stockton 
upon Tees, in the County Palatine of Dur- 
ham, Merchant and Fader. William 
Wright, of Walbrook, London, Broker. Bar- 
gillai Freeman, late of Little Waltham, in 
Effex, but now of Chelmsford Gaol in Effex, 
Miller. John Snelling, now or late of Wig- 
genhal) St. Germain’s, Norfolk, Bricklayer, 
Limeburner, and Grazier. aac Jofeph, of 
Hand-and-Pen Court, Leadenhall-ftreet, Lon- 
don, and Samuel Jofeph, and Jofeph Ifracl, 
of Wakefield, Yorkthire, Merchants, Ri- 
chard Anderfon, of the parifh of St. Mary 
Magdalen, Bermondfey, Surry, Fellmonger, 
William Conditt, late of the Minories, Lon- 
don, Coachmaker, and fince of IJford, Ef- 
fex, Innholder. William Stokes, of Stam- 
ford-hill, Middlefex, Builder. Erafmus 
Harvey, of Bithopfgate-ftreet, London, Cheefe- 
monger. John Price of Walfall, in Staf- 
fordfhire, Shopkeeper. Edward Willoughby, 
of Gloucefter-itreet, Middletex, Broker and 
Auétioneer. John Purfell, of the town and 
county of the town of Buckingham, Lace- 
man. Henry Nelfon, of Stoke upon Trent, 
Staffordthire, Merchant. Charles Hodgton, 
late of Mickiethwaite, in the parish of 
Thurfby, in Cumberland, Dealer. John 
Windfor, of Bradninch, Devonthire, Serge- 
maker, and Malt-maker. Edward Addis, of 
Dog-lane, in the parith of St. Mary Magda- 
Jen, Bermondfey, Leather-dretier. John 
Samman, of Abingdon, Berks, Currier, Car- 
rier, and Dealer in Corn, John Chambers, 
of St. Saviour, Southwark, Surry, Hop- 
Merchant. Margaret Seed, of Cleveland- 
row, St. James's, Weftminfler, Middlefex, 
Widow, Dealer. John Shaw, of St. Mary 
le Bonne, Maion and Buiider. Waiiliam Wa- 
ters, of Rupest-frect, in the parith of St, 
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James, Middlefex, Dealer in Wines, Bran. 
dies and Rums. Champion Conttable, of 
Chertfey, Surry, Shopkeeper. Richard Jack- 
fon and ‘Thomas Andrews, of St. Paul's 
Depttord, Kent, Potters and Partners, Ri- 
chard ackfon, of St. Paul's, Deptford, 
Kent, Potter. Alexander Mitchel, of Ba- 
fing-lane, London, Merchant. John Firth 
of Leeds, Yorkfhire, and John ‘Tennant, of 
te Allerton, in the parith of Leeds, 
serchants and Co-partners. James Wilfon, 
of Great Titchfield-ftreet, in the parith of 
St. Mary le Bonne, Middlefex, Slater. Tho- 
mas Williams the Younger, of the City of 
Exeter, Merchant. John Cole, of Holborn, 
Carpenter. Jofeph Andrews, of St. Mar- 
tin’s-lane, Coffee-houfeman, William Top- 
ham, of Leeds, Yorkthire, Merchant, John 
Weightman, of Dean-ftreet, Soho, Dealer 
in Wine. William Rofe, of St. Nicholas, 
Deptford, Brewer and Viétualler. John Har- 
difty, of Gray’s-Inn, Sadler. 
MARRIAGES, 

By fpecial licence, at Audley Chapel, John 
Wodchoufe, Efg; eldeft fon of Sir Armine 
Wodehoofe, Bart. of Kimberly-hall in Nor- 
folk, to Mifs Berkeley, of Bruton-Abbey, 
Somerfetfhire, and Niece to Lord Berkeley of 
Stratton. By fpecial licence, at the Bithop 
of Peterborough’s, in George-fircet, Hano- 
ver-Sguare, Sir Penifton Lamb, Bart. to 
Milfs Milbanke, daughter of Sir Ralph Mil- 
banke, Bart. Sir Watkin Williams Wyaa, 
Bart. to the fitter of his Grace the Duke of 
Beaufort. Mr. Abram Ricardo, a Jew Bro- 
ker, to Mifs Delvalle, daughter of Mr. Del- 
valle, Merchant, in Bury-fircet. 

DEAT H-S. 

Lady Bofton, wife of Lord Bofton, cham- 
berlain to her Royal Highnefs the Princefs 
Dowager of Wales, at his Lordthip’s houfe in 
Grofvenor-fireet. At her feat at Purton in 
Staffordthire, Lady Dowager Wrottefley, .mo- 
ther of the ptefent Hon, and Rev. Sir Ri 
chard Wrottefley, Bart. At his houfe im 
Thrift-fireet, Soho, George Weftgate, Elgj 
a Diamond Merchant. Yefterday at the 
Horfe-Guards, Whitehall, Thomas Morgaa, 
Efq; Judge Advocate General of the Army, 
and Reprefentative in Parliament for the 
county of Brecon. Monday, at Putney, aged 
93, Robert Parton, Efg. At his apartments 
in Gracechurch-ftrcet, Edmund Pead, 
Buckingham, Efq. Edward Philips, EG 
Paviour to the Board of Works. In 4 
Ann’s-firect, Cavendith-fcuare, John > 
ford, Efg. In South-Audley-ftreet, James 
Lindley, Efq. In Ireland, Sir Richard Woll 
ley, of Mountwolfeley, in the County 
Carlow, Bart. Reprefentative in the two 
Parliaments tor Carlow, 


